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Precise 
Adaptation 
with 
Microswage Wipla 


(An American Product) 


The secret of fit and comfort in a 
Microswage Wipla Base is one of 
scientific vigilance. Every step of the 


at eam Ge es et 


technical process is carried through 
with scientific care. The result is precise fit on the 
master model and comfortable adaptation of the prac- 
tical case in the patient’s mouth. 


Each Genuine Wipla Base — Microswage or 
Double Layer Standard—bears the Wipla im- 
print on the saddle area. You will receive the 
completed denture in the attractive Wipla sealed 
box furnished for your protection. 


Ask Your Laboratory for Information 


AUSTENAL LABORATORIES, INC. 


5932 WENTWORTH AVENUE CHICAGO, ILLINOIS 
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We sincerely recommend Ticonium partials for your patients. Because we 
are familiar with all of the present day casting methods, because we are 
trained to follow your specifications EXACTLY, because we are called upon 
to employ divers alloys, we are in a good position to KNOW through ex- 
perience and by comparison — we can conscientiously endorse Ticonium 
partials. No better partials can possibly be made with any other alloy or 


by any other procedure. TRY Ticonium! 


Remember Ticonium 


has PERMANENT LUSTRE. Cases stay bright and clean always. They reflect the 
“a of natural tissue and enhance the appearance. 


—is NON-CORROSIVE. It is more resistant to corrosive action than any alloy 
known! Unharmed by acids, secretions. Will NOT stain or tarnish. 


—is FEATHER WEIGHT. Ticonium is the lightest partial denture alloy known! Its 
, specific gravity is only 7.85. 





—is STRONG and SERVICEABLE. It hasa yield point of 60,000 lbs. per square inch; 
ultimate strength of 100,000 lbs. per square inch and Rockwell Hardness of C-36. 


—is LESS COSTLY. There are many reasons for the low cost of Ticonium partials: 
putonted equipment, efficient technic, trouble-proof construction, etc. Ask 
OUR laboratory. 





YOUR NEXT CASE 


ble \LLINOIS § Laboratories 
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A FINE NEW OFFICE ... 


A perfectly appointed office is an inspiration to the pro- 
fessional man . . . and a definite asset for enlarged clientele. 
Excellent office opportunities are available at The Annex 
Building. 





With the additional advantages of unexcelled location in 
Chicago, a prestige of international renown, and excellent 
laboratory facilities, Annex offices offer extra value to the 
dentist or physician contemplating a change of address. 


Es What are your requirements? 
as 


THE MARSHALL FIELD AND 


COMPANY ANNEX BUILDING 
Office of the Building Suite 1206 
25 East Washington Street ” Phone: State 1305 
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_ §. White Filling Porcelain 


8/2 PACKAGE 


Contents: 

8 Tooth Color Powders that will match 
9 out of 10 cases without blending. 

2 Bottles Liquid. 

1 Tube Filling Porcelain Lubricant. 

1 Color Matching Guide (completely ster- 
ilizable). 

1 Powder Measure. 


All in a convenient, compart- 
ment, cardboard box....... $21.65 





So tet se ee Sa 
3-COLOR PACKAGE 
pe 


(1 full portion Powder—% oz. 

any three colors desired.) 
3 Bottles Liquid. 

PRICE 


each, 


$10.00 

















Improved 











Lee 





The Century’s Most Important Contribution 
in the Field of Plastic Filling Materials 


Its high crushing strength, high resistance 
to masticatory stress and erosive effects of 
oral fluids in laboratory and clinical tests 
have already earned for it the reputation of 
superiority. 


Moreover, Filling Porcelain Improved 
colors are the most lifelike ever produced in 
a silicate filling material. Color matching is 
simplified; little or no blending is required; 
and the ease with which the Filling Porcelain 
Improved can be mixed and inserted wins the 
admiration of every one who uses it. 


The Filling Porcelain Improved 


COLOR MATCHING GUIDE 


CAN BE COMPLETELY STERILIZED! 


This fact alone recommends its use. 
It simplifies selection; the 8 tooth colors, 4 modifiers and 
18 blends are conveniently grouped for quick selection. 
Guide and handy Powder Measure. $4 00 
e 


PRICE 
THE S. S. WHITE DENTAL MFG. CO. 


55 E. Washington St. Jefferson and Fulton Streets 
Chicago, Ill. Peoria, Ill. 
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AN IDEAL LABORATORY SERVICE 


The aim of the Standard Dental Labora- 
| tories has always been: 





| To be the first with the best 


prosthetic laboratory service. 


That is why we pioneered VITALLIUM because 


we felt that it was to the best interest of the 





members of the profession whom we serve. Our 
| judgment has been vindicated by the performance 


of VITALLIUM in over one million mouths. 


That’s why we have equipped our laboratory to 
process Austenal All Porcelain Dentures and 
Austenal Teeth by the Micromold Process. We 
| sincerely believe that these dentures and teeth have 


an unprecedented future in dentistry. 


| You can have confidence that you will obtain the 
very best prosthetic materials and the very finest 


| craftsmanship at Standard. 


STANDARD DENTAL LABORATORIES, INC. 


185 NORTH WABASH AVENUE CHICAGO, ILLINOIS 
DEArborn 6721 
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e THIS ISN'T CONFIDENTIAL 


... but experience charts have shown— 


$100 that is 60 days past due has 65% recovery 
$100 that is 90 days past due has 50% recovery 
$100 that is 6 months past due has 30% recovery 


After studying your own Past Due accounts how 


much do you honestly feel as a whole they are 
worth to you? 


e THIS HARASSING PROBLEM 
DOES HAVE AN ANSWER 


.. - You have everything to gain and absolutely 
nothing to lose by using a sound and reliable 
Budget Contract Plan at the very beginning— 
not after the "tear of gratitude on the cheek" 
has dried—and do away with large open book 
accounts. Do business in the manner that a suc- 
cessful business does today—Be modern. 














PROFESSIONAL ACCEPTANCE COMPANY 


Chicago Office —55 E. Washington St.—FRAnklin 2090 
CHICAGO — CLEVELAND — COLUMBUS 
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‘ 
IT 1S NOT ENOUGH FOR PATIENTS TO BE WEWINF 


ONE WAY... 
WITH [Oords and Gestures 

















COME IN,PHONE ORWRITE 
FOR PARTICULARS 
ABOUT THEALBUM 





TELEPHONES CENTRAL 0557-58 
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EWINFORMED . . . . . THEY MUST UNDERSTAND 
——— ( 
LA NEW AND BETTER WAY 























3503 PITTSFIELD BLDG. 
CHICAGO 
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VITALLIUM 
CONTRIBUTES TO 
ORAL HEALTH 


The smooth sur- 
face of Vitallium 





resists food accu- 
mulations around clasps 
and extensions, aiding in 
the preservation of healthy 
abutment teeth. 





Estimates gladly furnished on request. 


THE BERRY-KOFRON DENTAL LABORATORY CO. 


409 N. Eleventh St. 


* TRADE MARK REG. U. S. PAT. OFF. BY AUSTENAL LAB'S., INC. 


St. Louis, Mo. 











Locate in one of these neighborhood Pro- 
fessional buildings in Chicago and Suburbs. 








GARFIELD PARK BUILDING 
4010 West Madison Street 


THE LAKE AND MARION BUILDING 
137 North Marion Street, Oak Park 








SEVENTY-FIRST AND SOUTH SHORE BLDG. 
2376 East 71st Street 


THE OAK LEAVES BUILDING 
1140 West Lake Street, Oak Park 








HUMBOLDT PLAZA BUILDING 
3215 West North Avenue 











WEST TOWN OFFICE BUILDING 
2400 West Madison Street 











— | 





ESTATE OF MARSHALL FIELD 


135 SOUTH LA SALLE STREET 
For further information see Henry F. Darre,Mor. CHICAGO .. PHONE STATE 0675 
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PORCELAIN fused to GOLD 


New process achieves important 
esthetic improvements... 


Recent Aderer developments 
in both ceramics and metal- 
lurgy have resulted in a prac- 
tical technique which greatly 
increases the scope of esthetics 
in dentistry. The new process 
in which porcelain is actually 
fused to gold is known as 
PORS-ON-IZING. Now, the 
visible gold surfaces of inlays, 
crowns and bridges may be 
permanently covered with 
porcelain in any desired thick- 
ness or shade. The porcelain 


(PORSON) is baked on to 





Illustration shows: (1) Cast Pontilay gold crown ready 
the gold (PONTILAY). It to be PORS-ON-IZED. (2) Side view of finished crown. 
will not wash off or discolor; (3) Facial aspect of PORS-ON-IZED crown—note elim- 
it will not chip or crack! ination of gold on cervical line and incisal tip. 


For further information write, phone or visit any of the laboratories who are equipped 
to PORS-ON-IZE restorations. (See listing below.) 


* * * * * 


FRED KNOTH DENTAL LABORATORY 


8 North Michigan Ave., Chicago, Ill. Telephone: FRAnklin 7007 
AMERICAN DENTAL COMPANY 
5 South Wabash Ave., Chicago, Ill. Telephone: STAte 1642 


LOCHHEAD LABORATORIES, Ine. 


25 East Washington St., Chicago, Ill. Telephone: RANdolph 5490 














The 
FOURNET-TULLER 


Technic 


Keep in step with progress 


by having your FOURNET- 
TULLER cases processed by 
the Laboratory that is thoroly 
familiar with the FOURNET- 
TULLER TECHNIC. 


RELIANCE DENTAL LABORATORY 


A progressive laboratory 
G. C. REMME A. L. LABEE 


3637 SOUTH GRAND ST. LOUIS, MISSOURI 


BOX 503, MAIN P. O. 
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Buy 
WILLIAMS GOLD 


Joday! 


The name WILLIAMS with Gold means 
the best that money can buy. 


Get full information at our Gold Department. 


THE KIMBALL DENTAL MFG. CO. 


MARSHALL FIELD ANNEX BLDG. ¢ 19TH FLOOR ¢ CHICAGO 




















PROFESSIONAL 


ae 






OUR RADIOGRAPHS ARE 


—sharp and clearly detailed 
—properly angulated 

—correctly exposed and developed 
—thoroughly readable 
—verv reasonably priced 











GWNED AUD OPERATED BY MARGARET S. WITTER 


31 NORTH STATE ST 733 WEST 64TH ST. 
LO OP 10th Floor DEArborn 9198 SOUTH at Halsted ENGlewood 8281 


4707 BROADWAY 1 N. PULASKI AVE. (Crawford) 
NORTH at Leland LONgbeach 7407 ot Madison VANburen 4622 





A-12 Tue ILLino1s DENTAL JOURNAL 


A BUILDING 


IS KNOWN 
by the 
tenants it keeps 





Just as a man is known by the company he keeps 
—a building is known by the tenants it keeps! 


The PITTSFIELD is recognized as the head- 
quarters of Chicago’s leading physicians and den- 
tists. Each year since it was first erected there has 
been a greater number of distinguished names asso- 
ciated with this distinguished address. 


And—-scores of our tenants have been here since 
our doors were first opened. Year after year they 
have renewed their leases in the PITTSFIELD 
because they recognize the unique advantages they 





enjoy here. They are satisfied with their quarters, 
with their location, and the unobtrusive, friction- 


less, efficient, service that an experienced manage- 





ment provides. 


We are sure that if you choose an office in the 
PITTSFIELD you will be equally satisfied, and 
we would appreciate the opportunity to discuss in 


detail the many advantages we have to offer. 


The PITTSFIELD 


The Pittsfield Building, 55 East Washington Street, is owned and operated by the 
Estate of Marshall Field. Frank M. Whitson, Manager. Telephone Franklin 1680. 
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BEN H. SHERRARD 








Rock IsLanp 


PRESIDENT ILLINOIS State DENTAL SoclETY 








— . * 








¢ OFFICIAL CALL -¢ 





. 
You 
ARE HEREBY 
NOTIFIED THAT THE 
SEVENTY-FIFTH ANNUAL MEETING 
@ OF THE ILtinois STATE DENTAL SoclETY @& 
WILL BE HELD IN PEorIA, ILLINOIS, 
May 8, 9, 10, 11, 1939. 
L. H. Jacos 
SEC’y 


* 





¢ PRESIDENT'S GREETING ¢ 








The Officers and Committees of the Illinois State Dental Society present, 
herewith, for your consideration the preliminary program of the Diamond Jubilee 
Meeting to be held at the Pere Marquette Hotel, in Peoria, May 8-9-10-11, 1939. 


As we approach the seventy-fifth year of our organization it is only fitting 
that we pause to reflect and at the same time glance into the future. We have 
much to be thankful for yet we anticipate that greater professional heights shall be 
attained if we but continue our present high ideals. 


The committees, in preparation for this meeting, have earnestly endeavored to 
please the great majority by arranging a diversified program of scientific papers, 
clinics and exhibits. 


Since an occasion such as this is celebrated only once, it is our earnest hope 
that all members will strive to be in attendance so that this Seventy-fifth Anniver- 
sary of the founding of our Society will go down in history as a great meeting. 


Ben H. SHERRARD, President. 


139 














¢ PROGRAM IN ABSTRACT ¢ 





MONDAY, MAY EIGHTH 
MORNING 


First SESSION EXECUTIVE COUNCIL. 
9:30 A. M. Pere Marquette Hotel. 


ANNUAL GOLF TOURNAMENT. 
9:00 A. M. First 18 holes, Mt. Hawley Country Club. 
AFTERNOON 


ANNUAL Trap SHOOT. 
1:00 P. M. Peoria Skeet and Gun Club 


SEcoND ANNUAL BowLING TOURNAMENT. 
1:00 P. M. Saratoga Alleys. 


ANNUAL GOLF TOURNAMENT. 
1:00 P. M. Second 18 holes, Mt. Hawley County Club. 


SECOND SESSION EXECUTIVE COUNCIL. 
2:00 P. M. Pere Marquette Hotel. 
EVENING 


ANNUAL Sports BANQUET. 
7:00 P. M. Mt. Hawley Country Club. 


TUESDAY, MAY NINTH 
MORNING 


First GENERAL Session, 9:30 A. M., BALL Room. 


Invocation— 
Rev. Joseph B. Rosemurgy, Peoria. 


Address of Welcome— 
Clarke E. Chamberlain, Peoria. 


Response to Address of Welcome— 
Robert G. Kesel, Chicago. 


President’s Address— 
Ben H. Sherrard, Rock Island. 
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TUESDAY, MAY NINTH 


(Continued) 
MORNING—(Continued) 


First GENERAL SESSION—( Continued ) 
Discussion of President’s Address— 


Neil D. Vedder, Carrollton. 
Harold W. Oppice, Chicago. 


Reports. 


Legislative Committee, James C. Donelan, Springfield. 

Study Club Committee, L. W. Neber, Springfield. 

Committee on Dental Health Education, F. A. Neuhoff, Belleville. 

Division of Dental Health Education, Illinois State Department of 
Health, C. F. Deatherage, Springfield. 

Committee on Infraction of Laws, A. H. Mueller, Chicago. 

Committee on Necrology, M. M. Lumbattis, Mount Vernon. 


Memorial Resolutions. 


On the Death of C. N. Johnson, W. H. G. Logan, Chicago. 
On the Death of C. N. Newlin, P. W. Clopper, Peoria. 


11:00 A. M. 


“Denture Base Materials.” 


Carl Gieler, Chicago. 


NOON 


CoMPONENT OrFFicers’ MEETING AND LUNCHEON. 
Early American Room. 


CoMPONENT EpiTors’ LUNCHEON. 
Room 415. 


Past PRESIDENTS LUNCHEON. 
Room 315. 


AFTERNOON 
SECOND GENERAL SESSION, BALL Room. 
1:30 P. M. 


“Twenty-Five Years of Occlusion.” 


John B. LaDue, Chicago. 
2:45 P. M. 


“Diagnosis and Treatment of Periodontal Lesions.” 
Edward L. Ball, Cincinnati, Ohio. 


4:00 P. M. 


“The Child in the Practice of General Dentistry.” 
John C. Brauer, Iowa City, Iowa. 
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TUESDAY, MAY NINTH 


(Continued ) 


EVENING 
ANNUAL Banauert, 7:00 P. M.. Batt Room. 
Toastmaster: President Ben H. Sherrard. 


Musical Entertainment: 
Edward L. Ball, Cincinnati. 
C. E. Bollinger, Peoria. 


“The Heritage of Seventy-Five Years.” 
Frederick B. Noyes, Chicago. 


“The American Nazi Front” 


John C. Metcalfe, Chicago. 


WEDNESDAY, MAY TENTH 
MORNING 
PRESIDENTS BREAKFAST, 8:30 A. M., VoGuE Room. 
Tuirp GENERAL Session, 9:30 A. M., Batt Room. 
Discussion OF COMMON PROBLEMS IN THE FIELD OF ORAL SURGERY. 


“What are the indications and contra-indications for the use of local 
anesthesia in the extraction of teeth ?”—Paul C. Salisbury, Chicago. 


“When is it advisable to pack the socket and what technic do you em- 


ploy ?”—John Svoboda, Chicago. 
“How do you control post-operative pain?” —Henry J. Droba, Chicago. 


“A discussion of normal and abnormal healing processes following ex- 
tractions.”—Otto Litwiller, Peoria. 


“What factors indicate the surgical enucleation of cysts and what fac- 
tors indicate the Partsch treatment ?”—Eli Olech, Chicago. 


‘What methods do you employ in the treatment of shock occurring during 
local and general anesthesia ?”—Joseph E. Schaefer, Chicago. 


“Should a tooth be extracted while it is involved in the acute stage of 
an alveolar abscess >—Howard C. Miller, Chicago. 


“When are cold dressings and when are hot dressings indicated in the 
treatment of the oral tissues ?”—Frank Kanthak, Chicago. 


“Sedatives versus analgesia in dental practice.’-—P. G. Puterbaugh, 
Chicago. 


“A treatment for the stabilization of the temporo-mandibular joint and 
its application to general dental practice.”—L. W. Schultz, Chicago. 


142 

















WEDNESDAY, MAY TENTH 


(Continued) 
NOON 


Lire MEMBERS’ LUNCHEON. 
Vogue Room. 

Moutu Hycignt LUNCHEON. 
Early American Room. 


AFTERNOON 
FourTH GENERAL SESSION, BALL Room. 
2:00 P. M. 
“Neuralgias of the Head and Face, Their Differential Diagnosis.” 
Donald M. Klemme, M. D., St. Louis. 
3:00 P. M. 
“Fundamentals of Fixed Bridge Construction.” 
Stanley D. Tylman, Chicago. 
4:00 P. M. 
“The Use of Radiographs for Detecting Incipient and Recurrent Dental 
Caries.” 
“The Use of Howe’s Ammoniacal Silver Nitrate Solution.” 
G. V. Black, Study Club Group. 
Frederick F. Peel, Des Moines, Essayist. 


EVENING 
FirtH GENERAL Session, 7:00 P. M., BALL Room. 
“Dentistry as a Major Health Problem.” 
C. E. A. Winslow, New Haven, Connecticut. 
Discussion : 


Lon W. Morrey. 
Edward J. Ryan. 
Harold W. Oppice. 


Annual Business Session and Election of Officers. 
HospitTauity Stac, 10:00 P. M., Prorra Room. 


THURSDAY, MAY ELEVENTH 
MORNING 


GENERAL TABLE Cuinics, 9:00 To 12:00, BALL Room. 
Seventy-five individual table clinics listed by subject and clinician on 
page 161. 
LIMITED ATTENDANCE CLINICS listed by subject, clinician and location on 
page 158. 
FinaL GENERAL Session, 11:00 A. M., Creve Cozur Room. 
Business Session. 
Installation of Officers. 
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CLARKE E. CHAMBERLAIN 


Chairman, Local Arrangements Committee 


PEORIA AWAITS YOUR COMING 


Peoria is all prepared to greet The Illinois State Dental Society for the Dia- 
mond Jubilee Meeting, May 8-9-10-11th. 

The scientific committees have a very comprehensive program arranged. 

The Annual Banquet promises to be one of the best. ‘Those who have heard 
the incomparable Dr. Eddie Ball entertain can not be kept away and those who 
have not enjoyed the privilege have a treat in store. 

Our hotels are prepared for capacity crowds and if reservations are not yet 
made it will be well to do so. Indications point to a fine attendance. 

The Local Arrangements Committee is providing for your every comfort 
and pleasure. 

The Annual Golf Tournament, Trap Shoot, Bowling Congress and Sports 
Dinner will furnish a fine recreation and fellowship day. 

The ladies will be guests at a Luncheon and Bridge party. Conducted and 
arranged tours to points of interest will be available for the asking throughout 
the meeting. 

A new feature will be the Hospitality Night Stag to be held in the Peoria 
Room after the Wednesday evening general session. This party has been arranged to 
take the place of various group meetings. There will be plenty of refreshing food 
and lively entertainment. 

Mark off four day;s—NOW—May 8-9-10-11th, and celebrate with your fel- 
lows the 75th Anniversary of the founding of the Illinois State Dental Society. 
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¢ DIAMOND JUBILEE ¢ 








Rosert G. KEsEL, 


Chairman, Program Committee. 


GENERAL SESSIONS 


It is the wish of the Officers and Program Committee to celebrate our 
Diamond Jubilee by holding general sessions throughout the meeting. Such a plan 
will permit all of those attending to be together in one audience listening to and 
discussing the various phases of dental practice as each is presented. This will 
obviate the necessary of choosing between two or more programs, thus focusing 
the attention of those attending on one subject at a given time. 


Careful attention has been given to the selection of subjects, the timely im- 
portance of each being the determining factor in their choice. All of the essayists 
are considered well qualified to convey comprehensive and valuable information. 
Several of these essayists will follow their discussions with clinics or exhibits on 
Thursday morning. 


We invite you to attend each of the scientific sessions of our 75th Annual 
Meeting. 

















¢ GENERAL SESSION ¢ 


TUESDAY MORNING 





BALL Room 
9:30 A. M. 
Invocation. President’s Address. 
Address of Welcome. Committee Reports. 
11:00 A. M. 





Cart W. GIELER 


D. D. S. 
Chicago 


Dr. Gieler is a graduate of Northwestern University Dental School. Since 
graduation, he has served as an instructor in Complete Denture Prosthesis at his 
Alma Mater. He is engaged in research on the subject of denture base materials 
in the Graduate School at Northwestern University. Dentists are interested in 
the various types of materials now on the market in regard to their durability, 
efficiency and manipulation. Dr. Gieler will name several of these materials and 
will discuss his clinical experience and also his laboratory investigation of them. 


Subject: “Denture Base Materials.” 


Synopsis: With the recent introduction of a number of new synthetic resins 
for use as denture base materials, the following questions have arisen in the minds 
of a great number of dentists. How do these materials compare with those that 
we are now using? Are they more dependable than similar materials we have 
been using? Are they easily manipulated? Can they be repaired easily? An 
attempt will be made to answer these and other questions in this presentation. 
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¢ GENERAL SESSION ¢ 





TUESDAY AFTERNOON 
BaLt Room 


1:30 P. M. 





Joun B. LaDue 


D Bw &. 
Chicago 


Dr. LaDue received his degree in Dentistry from the University of Illinois 
in 1905. He served as instructor in Dental Prosthesis at the University of Illinois. 
He is a charter member and past President of the National Society of Denture 
Prosthetists, past President of the Chicago Dental Society and present President 
of the International College of Dentists, American Section. He is well known 
to the dentists of Illinois for his experience in full denture construction and for 
his ability as a lecturer and clinician. He is well qualified to deal with the 
popular and important subject assigned to him. 


Subject: “Twenty-five Years of Occlusion.” 


Synopsis: A brief resume of the articulators with which the essayist has 
had personal experience, leading up to present day methods; will show a means 
of locating correct centric relation and occlusal relation of teeth that permits 
freedom of movement in all functional ranges. 
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¢ GENERAL SESSION ¢ 


TUESDAY AFTERNOON 
Batt Room 
2:45 P. M. 








Epwarp L. BALL 
> & &, 2..A ©. D. 


Cincinnati 


Dr. Ball is a staff member of the General, Good Samaritan, and Christ Hos- 
pitals in Cincinnati; Fellow of the American College of Dentists; Member of 
the American Academy of Periodontology, Cincinnati Dental Society, Ohio State 
Dental Society, and American Dental Association. 

Dr. Ball has obtained a national reputation as a periodontist. Periodontal 
lesions are continually confronting the dentist in general practice and the com- 
plex etiology and the various treatments employed in the treatment of these 
lesions are reasons for the general interest in the subject of periodontia. Dr. Ball 
will give an illustrated lecture. 

Subject: “Diagnosis and Treatment of Periodontal Lesions.” 

Synopsis : 

A. Diagnosis: 

A discussion of periodontal lesions, including gingivitis, suppurative peri- 
odontoclasia, and alveolar atrophy. 

B. ‘Treatment: 

What type of case deserves subgingival curettage, gingivectomy, or elec- 
tro-coagulation ? 

C. Vincent’s Infection: 

Acute and chronic Vincent’s. Diagnosis and treatment. 
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¢ GENERAL SESSION ¢ 


TUESDAY AFTERNOON 





BALL Room 


4:00 P. M. 





Joun C. Braver 
A. B., D. D. &., M. Se., F. A. C. D. 
Iowa City 


Dr. Brauer received his dental education at the University of Nebraska. 
After graduation, he served on the faculty of his Alma Mater for six years. 
He then served as Professor of Pedodontics and Director of the De Los L. Hill 
Jr. Memorial Children’s Clinic at the Atlanta Southern Dentral College. He 
is at present the Head of the Department of Preventive Dentistry and Pedodontics, 
as well as the Director of the Bureau of Dental Hygiene, State University of 
Iowa and is President of the American Society for the Promotion of Dentistry 
for Children. Dr. Brauer is in great demand as an essayist and clinician on the 
subject of children’s dentistry. His subject is occupying a position of increasing 
importance in the minds of dentists. 


Subject: “The Child in the Practice of General Dentistry.” 


Synopsis: ‘The presentation will include a discussion of the requirements of 
an adequate examination, the fundamentals of cavity preparation as it pertains 
to the deciduous and young permanent teeth, the treatment of deep seated cavities 
with near exposure and those actually exposed, as well as some of the problems 
in functional space retention. ‘The above is presented with the idea of reducing 
the actual operating time in all procedures and making it a practical, economical 
part in the general practice of dentistry. 
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¢ GENERAL SESSION ¢ 


TUESDAY EVENING 
ANNUAL BANQUET 








FreDERICK B. Noyes 
A. B., D. D.S., D. Se., LL. D. 
Chicago 

Dr. Frederick B. Noyes, Dean of the University of Illinois College of Den- 
tistry, was graduated from Beloit Academy in 1899, attended Chicago College of 
Dental Surgery, received the degree of Bachelor of Arts from Johns Hopkins 
University in 1893 and that of Doctor of Dental Surgery in 1895 from North- 
western University. The honorary degree of Doctor of Science was conferred 
on Dr. Noyes in 1922 by Northwestern University. The Callahan Medal of 
the Ohio State Dental Society was presented to him in 1922, the Jarvey Medal 
of the New York State Dental Society in 1929; and in 1938 Temple University 
conferred upon him the honorary degree of LL. D. 

Dr. Noyes has held the following teaching positions: Professor of Dental 
Histology, 1896-97 and Professor of Histology, 1897-1913 at Northwestern Uni- 
versity; Professor of Dental Histology and Orthodontia, 1913-1921; Professor 
of Orthodontia, 1921 to present time; Director of Children’s Clinic, 1924 to 
present; Dean of the College of Dentistry, 1926 to present, at the University of 
Illinois. 

He has made many contributions to the dental literature and his textbook 
on “Dental Histology and Embryology” is widely used. 

The subject of his banquet address will be “The Heritage of Seventy-five 
Years.” In his discussion, Dr. Noyes will review events and progress in the 
growth of the Illinois State Dental Society. He has been in close contact with the 
development of the Society both through his own experiences and those of his 
father, Dr. Edmund Noyes. He will review the purposes, accomplishments 
and contributions of our Society and will analyze the effect that our heritage 
may have on the future of dentistry. 
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¢ GENERAL SESSION ¢ 





TUESDAY EVENING 
ANNUAL BANQUET 





Joun C. METCALFE 
Chicago 


The unrest in the economic and political life of Europe is a major concern. 
It is claimed that the various “isms” that have developed in Europe are seeking 
to establish themselves into the lives of the American people. We have secured 
as the speaker for our banquet, John C. Metcalfe, who has made a personal 
investigation of the activities of these various organizations in the United States. 
He is serving as the Chief Investigator for the Dies Committee of the United 
States Congress on un-American activities. He is a newspaper man who was 
accorded the silver plaque of the National Headliners’ Club for the best reporting 
in the United States during the past year. 


Subject: “The American Nazi Front.” 


His talk will include descriptions of thrilling personal experiences and here- 
tofore untold secrets with regard to the efforts of foreign powers to spy on and 
sabotage the government of the United States. 


Mr. Metcalfe has taken no political sides with regard to his investigations 
under the Dies Committee. He is chiefly interested in not fighting Nazism 
with Communism, or vice versa, but in promoting a real Americanism in this 
country as opposed to both Communism and Fascism. He is afraid that anti- 
Semitism will be followed by anti-Catholicism and then by anti-Protestantism, just 
as has been the case in other countries. 
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¢ GENERAL SESSION ¢ 


WEDNESDAY MORNING 
BaLL Room 
9:30 A. M. 


SHorRT Discussions OF ORAL SURGERY PROBLEMS 





The Program Committee has attempted to select several problems in the field 
of oral surgery which frequently confront the dental practitioner. 
They have chosen speakers who are very capable of discussing these problems 
with authority and conciseness. 
Each discussion is limited to 15 minutes. 
“What are the indications and contra-indications for the use of local anesthesia 
in the extraction of teeth?” 
Paul C. Salisbury, Chicago. 
“When is it advisable to pack the socket and what technic do you employ?” 
John Svoboda, Chicago. 
“How do you control post-operative pain?” 
Henry J. Droba, Chicago. 
“A discussion of normal and abnormal healing processes following extrac- 
tions.” 
Otto Litwiller, Peoria. 
“What factors indicate the surgical enucleation of cysts and what factors in- 
dicate the Partsch treatment?” 
Eli Olech, Chicago. 
“What methods do you employ in the treatment of shock occurring during 
local and general anesthesia ?” 
Joseph E. Schaefer, Chicago. 
“Should a tooth be extracted while it is involved in the acute stage of an 
alveolar abscess?” 
Howard C. Miller, Chicago. 
“When are cold dressings and when are hot dressings indicated in the treat- 
ment of the oral tissues?” 
Frank Kanthak, Chicago. 
“Sedatives versus analgesia in dental practice.” 
P. G. Puterbaugh, Chicago. 
“A treatment for the stabilization of the temporo-mandibular joint and its 
application to general dental practice.” 
L. W. Schultz, Chicago. 
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« GENERAL SESSION ¢ 


WEDNESDAY AFTERNOON 
Batt Room 
2:00 P. M. 








RoLtanp M. KLEMME 
M. D. 
St. Louis 


Dr. Klemme received his M. D. degree from Washington University, St. 
Louis. He is co-founder of the Cushing Neurosurgical Society, honorary mem- 
ber of the Academy of Medicine, Indiana, member American Medical Associa- 
tion, American College of Surgeons, Southern Medical Association, Missouri 
State Medical Association, St. Louis Neuro-Psychiatrical Society, St. Louis Surg- 
ical Society, and St. Louis Medical Society. 

The vague pains in the head and jaws about which some patients complain 
are usually difficult to diagnose and treat. ‘These neuralgias are annoying to 
patients and are a worry to the dentist. Dr. Klemme, through his experience as 
a neurologic surgeon, has made a study of these pains and their relationships and 
he is exceptionally well qualified to discuss them. 


Subject: “Neuralgias of the Head and Face, Their Differential Diagnosis.” 


Synopsis: Neuralgias of the head and face, differential diagnosis, with special 
emphasis on differentiating oral pathological conditions from neuralgias will be 
discussed along with the accurate differential section for the treatment of trigeminal 
neuralgia, an operative procedure that was introduced by the essayist in 1934. 
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¢ GENERAL SESSION ¢ 


WEDNESDAY AFTERNOON 
BALL Room 
3:00 P. M. 








STanLEY D. TyLMAN 
B. A., D. D. $., M. S. 
Chicago 


Dr. ‘Tylman received his Bachelor of Arts, pre-dental education at the Univer- 
sity of Notre Dame, following which he attended Northwestern University Dental 
School and graduated in 1918. Subsequently he received the degree of Master of 
Science in 1930. For the first two years after graduation he was instructor at 
Northwestern University. In 1920 he went to the University of Illinois to teach in 
the Prosthetics Department and is at present the Head of the Crown and Bridge 
Department in that institution. 

Dr. Tylman is past President of the Chicago Dental Society and, in addition 
to his teaching, is called upon to present clinics and read papers on his specialty 
before various State and National organizations. 


Subject: “Fundamentals of Fixed Bridge Construction.” 


Synopsis: The essayist will discuss the problems, both mechanical and biologic, 
which are encountered in fixed bridge practice. Too frequently we forget that 
a bridge is primarily a biologic necessity which is made possible through mechanical 
means. Since a crown or bridge restores to varying degrees impaired or lost 
functions, the application of sound mechanical procedures must be harmonized 
with a thorough understanding of the histology, anatomy and physiology of the 
oral tissues and mechanism. The correlation of these factors will be presented 


in a discussion dealing with the preparation and construction of various types 
of crowns and bridges. 
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¢ GENERAL SESSION ¢ 


WEDNESDAY AFTERNOON 
Batt Room 
4:00 P. M. 








FREDERICK F. PEEL 
A. B.D: 5. 
Des Moines 


Dr. Peel received his A. B. degree from Augustana College and his D. D. S. 
from the University of Iowa. He has been on the lecturing staff of the Iowa 
Lutheran Hospital in Des Moines for the past nine years. He is a member of 
the G. V. Black Study Club and conducts a general practice in Des Moines. 

The G. V. Black Dental Study Club of Des Moines, Iowa, has been mak- 
ing a study of some of the problems that arise in the every day practice of 
dentistry and of practical methods for the solution or treatment of them. They 
have accepted our invitation to give a short discussion of their findings on two 
of these problems and to follow the discussion with a group of table clinics on 
Thursday morning. Dr. Frederick Peel is to be the essayist. 

Subject: “The Use of Radiographs for Detecting Incipient and Recurrent 
Dental Caries.” 

Synopsis: The advantages and possibilities of radiographic examination of 
dental caries for the patient and the practitioner, the type of radiographic exam- 
ination used and the economic phase will be discussed. 

Subject: “The Use of Howe’s Ammoniacal Silver Nitrate Solution.” 

Synopsis: The preparation and use of this therapeutic agent in the field 
of Preventive Dentistry will be described. The importance of using a fresh 
solution of known pH value to neutralize the acid condition of dental caries 
will be emphasized. 
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« GENERAL SESSION ¢ 


WEDNESDAY EVENING 
BaLt Room 


7:00 P. M. 








C. E. A. WINnsLow 
B. S., M. S., A. M., D. P. H. 


New Haven, Connecticut 


Is dentistry occupying its rightful position in Public Health Service? Should 
not the dental profession seek means for greater distribution of its health services? 
If so, what method should be employed? ‘These are questions of increasing im- 
portance and we have been fortunate in securing a foremost authority in the field 
of public health to discuss them with us. 

Dr. Winslow was graduated from Massachusetts Institute of Technology 
in 1898, obtained his M. S. degree from this institute in 1899; A. M. degree 
from Yale in 1915 and Doctor of Public Health from New York University in 
1918. He began his public health work with his appointment as Assistant Health 
Officer of Montclair, New Jersey, in 1898. He has held many public health posi- 
tions since that time including the Curator of Public Health of the American 
Museum of Natural History, New York in 1910-22, Director of the Division 
of Public Health Education, New York State Department of Health, Professor 
of Public Health, Yale University School of Medicine since 1915 and at the 
present, Head of that department. He has made many contributions to the periodi- 
cal literature and is the author of several books; included among them are: 
“Healthy Living’; “The Road to Health’; “The Evolution and Significance 
of the Modern Public Health Campaign”; ‘““The Laws of Health and How to 
Teach Them”; “The New Healthy Living”; “Health on the Farm and in the 


Village,” and “Health Under the El.” He is at present editor-in-chief of the 
Journal of Bacteriology. 
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Subject: “Dentistry as a Major Health Problem.” 
Preliminary Abstract: 


It is a curious fact, but a fact nevertheless, that the teeth, which outlast every 
other part of the bony structure in aboriginal graves, form during life one of the 
most vulnerable points of the human organism. We need not stress too heavily 
the complex interrelationships between the focal infections and general health 
with their mutually interacting causes and effects; but we can be certain that 
the protection of the teeth must be a major and essential part of any general 
program of physical and mental health. 

We also know that the shortcomings of our present program of medical 
care are more clear in the field of dentistry than anywhere else. Studies of the 
Committee of the Costs of Medical Care indicated that even families in the 
high income levels showed an average of less than one visit to a dentist per year, 
while among the very poor the average was about one-tenth of a visit per year. 
In the family income level below $1200 only ten per cent of all individuals had 
any contact with a dentist in a given year, and for the income level between 
$1200 and $2000 the percentage only rose fifteen per cent. 

To furnish adequate dental care for the American people would require a 
very substantial increase in the professional personnel concerned but there is a 
wide gap between the need and the effective demand. 

At first essential in a National program for dental care is to increase sub- 
stantially the sum of approximately one-half a million dollars now expended for 
this purpose—which is only twelve per cent of the total cost of medical care of 
all sorts. To secure substantial increase in these funds, there are only two 
approaches; contribution from the tax levy for the indigent and semi-indigent, 
and pooling of financial resources on a pre-payment basis for the middle economic 
group. The latter can be accomplished, in part, through systems of voluntary 
insurance but can only be made complete by a contributory insurance plan which 
involves contribution by the employer. The Minority Report of the dental mem- 
bers of the Committee on the Costs of Medical Care showed excellent statesman- 
ship in endorsing the general principle of group payment. 

The National Health Program presented in Washington last summer and 
recently embodied in legislation by Senator Robert E. Wagner, has brought the 
problem of a health program for the American people into the forefront of national 
consciousness, and whatever happens to the Wagner Bill, the tendency toward 
group purchase and group practice in the field of medical care is likely to prove 
an irresistible one. 

So far as group purchase is concerned, it is eminently desirable to extend 
the principles of health insurance to cover dental care as completely as medical 
care, and from the standpoint of group practice, it is highly desirable that the 
work of the hospital, the physician, the dentist, and the nurse, should all be 
coordinated to serve their common aim—the attainment of ideals of positive 
health for the individual citizen. 

Discussion: Drs. Lon W. Morrey, Edward J. Ryan and Harold W. Oppice 
will formally discuss Dr. Winslow’s presentation. A “Town Hall of the Air” 
type of program will immediately follow, in which questions may be directed to 
Dr. Winslow or either of the three discussors. 











@ LIMITED ATTENDANCE CLINICS 





THurspAy Mornino, 9:00 A. M. 
THE Use oF AMMONIACAL SILVER NITRATE 
G. V. Black Study Club 
Des Moines, Iowa 


Five members of the G. V. Black Study Club of Des Moines, Iowa, will 
discuss the use of Howe’s ammoniacal silver nitrate in prevention of dental caries 
in children and in deep cavities in adults. They will give practical demonstrations 
on patients. 

This group of clinics attracted much attention at the A. D. A. Meeting in 
St. Louis last October and is worthy of careful consideration. 

Inasmuch as the attendance to this clinic must be limited to twenty-five 
because of the size of the room, it is suggested that those dentists who are par- 
ticularly interested in the subject register early Tuesday morning at the Regis- 
tration Booth of the Pere Marquette Hotel. 

The clinic will be given twice at 9:00 A. M. and 10:30 A. M. 

Topics to be discussed are: 

Preparation and Testing of Efficiency of Alkalinized Howe’s Solution —Olin 
E. Hoffman, Des Moines. 

Radiographic Disclosures and Microscopic Penetration—Frederick F. Peel, 
Des Moines. 

Prevention of Caries in Children’s Teeth—F. Dayton True, Des Moines. 

Application on Adult Teeth: Keeping the Teeth Dry with Combined New 
Cotton Roll Holder and Saliva Ejector; Removal of Stain ——Wesley C. Darby, 
Des Moines. 

Use of Solution in Deep Cavities and Pyorrhea Pockets.—Frank E. Thorn- 
ton, West Des Moines. 

* ¢ * 


THurspay Mornine, 9:00 A. M. 
RESULTS OF RESEARCH AND CLINICAL INVESTIGATION OF SOME 
PHASES OF ARTIFICIAL DENTURE Work 
The Northwestern University Group 
James H. Pearce, Director 
The Northwestern University Group are to present results of their investi- 
gations on “Some Phases of Artificial Denture Work” and point out their prac- 
tical application. 
This clinic will be presented twice on Thursday morning with attendance 
limited to thirty-five. 
Cards entitling members to attend this clinic may be secured from the Regis- 
tration Booth of the Pere Marquette Hotel on Tuesday morning, May 9th. 
The following subjects will be discussed: 
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An Evaluation of the Present Day Denture Plastics——Dr. F. Fijellander, 
Stockholm, Sweden. 

Hydro-Colloid Impression Materials —Dr. W. R. Kern, Chicago. 

A Study of the Dimensional Changes Occurring in Artificial Stones During 
the Vulcanization Process—Dr. FE. J. Richter, Evanston, Illinois. 

Reduction of the Hyperplasia of the Oral Mucosa by Improving the Fit of 
Complete Dentures, through Modifying Surfaces, Adaptation and Perfecting Oc- 
clusion.—Dr. Gretna Runnerstrom, Stockholm, Sweden. 


¢ ¢ 
THurspay Mornine, 9:00 A. M. 
FUNDAMENTALS OF FIXED BRIDGE CONSTRUCTION 
Crown and Bridge Department, University of Illinois 
STANLEY D. Tytman, Director 


The Crown and Bridge Department under the direction of Stanley D. Tylman 
has arranged a comprehensive, progressive clinic on “Fundamentals of Fixed 
Bridge Construction.” An effort has been made to present a unified series of 
clinics to be given in sequence on the following phases of bridgework: 

1. “The Physiology and Function of Normal Teeth in Their Relationship 
to Bridge Prosthesis.” 

2. “The Histology and Investing Tissues of Normal Teeth as Related to 
Bridge Prosthesis.” 

3. “The Indications and Contra-indications of Fixed Bridge Restorations; 
Also the Forces and Stresses Related to This ‘Type of Prosthesis.” 


+. ‘The Bio-mechanics and the Preparation of Intra-coronal Bridge Retainers. 
(MO and MOD Inlays.) 
5. “The Bio-mechanics and the Preparations Involved in the Extra-coronal 


Retainers. (Three-Quarter and One-Half Partial Veneer Retainers.)” 

6. ‘The Bio-mechanics and Preparation of Teeth for Complete Crowns.” 

7. “The Indications and Construction of the Various Types of Pontics.” 

8. “The Assembling, Heat Treatment, and Follow-up Service Incident to 
Fixed Bridge Practice.” 

The subject matter will be presented by these clincians: Drs. Bazola, Bray, 
Curtis, Gibbs, Radde, Ragan, Sinard and Tylman. 

The size of the room will limit the attendance to forty, and the clinic can 
be given but once. Consequently, those desiring to take advantage of this clinic 
should register early on Tuesday, May 9th, at the Registration Booth. 

The material will be presented in the form of a symposium consisting of 
very short papers by each of the clinicians who will briefly outline the prin- 
ciples underlying their part of the program, and which they will explain more 
fully by means of charts and models during the table clinics. Following the 
symposium, the audience will be divided into eight sections so that five will be 
assigned to each table for fifteen minutes at a time. The various groups will 
rotate so that at the end of the session everyone will have had an opportunity 
to see each of the eight clinics. 


¢ ¢ 











¢ TABLE CLINICS ¢ 


THURSDAY MORNING 
Batt Room 
9:00 A. M. 








FRANK J. HURLSTONE, 
Chairman, Clinic Committee. 


The splendid response by clinicians has enabled the General Clinic Committee 
to present a diversified group of unusual talent at the Diamond Jubilee Meeting. 
Careful perusal of the topics and clinicians should convince everyone that a morn- 
ing too short can be well spent in visual education. Every member should find 
many techniques of interest and value. 

Limited Attendance Clinics will be inaugurated this year. Although this 
manner of presentation has never been used at our State Meetings, its popularity 
and merit have been established. Separate rooms will be reserved for each group 
and the attendance limited to a predetermined capacity. The dentists who desire 
to attend these clinics must register on Tuesday morning, May 9th, at the Regis- 
tration Booth in the Pere Marquette Hotel. No one may register in advance of 
this date. Reports from other meetings where Limited Attendance Clinics were 
held indicate that transmission of information is simplified when an audience of 
common interest is segregated. 

The Grand Ball Room of the Pere Marquette Hotel will be utilized to present 
the individual Table Clinics. Most of these are new clinics on subjects that the 
general practitioner should find interesting. The material is the outcome of many 
hours spent either in individual experimentation or by groups such as the Quincy 
Study Club, the Progressive Clinic on Root Canal Therapy and the group of 
Research Table Clinics. 

All of the clinicians have been chosen because of their knowledge in the 
particular field they are discussing and no doubt are able to aid in overcoming 
many of the members’ problems. 

The General Clinic Committee urges that every member set aside full time 
for the Thursday morning sessions. 
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QUINCY STUDY CLUB 
L. H. Wolfe, Chairman 
EE Ee Ore ere re ree ee L. H. Wolfe 
a OTOL Te CRE POT ELE TORT TTT Tee D. A. Bussey 
Simple and Efficient Space Maintainers to Be Used Where Deciduous Teeth 


EE bin cdckkddentndheestad ocd dadssehetheante Jesse F. Keeney 
Some Innovations in Semi-Indirect Technic...W. L. King and Hugh M. Tarpfley 
Porcelain Jacket Crown Preparations. .............cccccescesces R. S. Thesen 
Three-Quarter Crown—Direct Pattern .....................6. L. M. Duncan 
EE reiki hu acdhe toques ced ikon ela ek week ken K. A. Grimes 
EEL E GE IAAI LEE PTE OE PME Roy H. Thesen 
Pinlays to Be Used in Place of Three-Quarter Crowns on Upper Anterior 

ME se thacenevnt ines &vecka pene y ede eeavieksin K. W. Haller 
ee cea keke cea ka nae he kk bak Canine OO E. F. Koetters 
Romey Tomeme Ser Useer Biolars. ...... 2... ccc ccs cesces K. A. Ringland 
Bleck Amestinesin of the Miaxille. ..... . 2. ccc cccsesccccccccces T. J. Owmby 
Prosthetic Appliance for Cleft Palate......................4. R. W. McClellan 
Be I No.6 a hess end ba cewn dee ecess L. M. Wolfe 

RESEARCH 
Study of Bacteriology of Dental Caries: Caries Activity Tests 
Walter G. Zoller Memorial Dental Institute 

(a) Bacterial Plaque—Direct Smears— 

i ce bya bak «540 be bin wihdedtieaeoduas Chicago 

(b) Bacterial Plaque—Cultures— 

sales aed neuen ek aenhé aah a eel Chicago 
(c) Salivary Tests— 
OTe ee ee ee ET PEE ee Chicago 
Bacteriology of Root Ends— 

et ids keue the sean scaseeeent Zoller Dental Institute 
Methods of Preparing Tissue for Microscopic Examination— 

i oko a iangd +onesiivcas e's eRe ee Zoller Dental Institute 
Collection of Blood for Serology Tests— 

Pe ee eee errr University of Illinois College of Dentistry 
Colorometric Test for Vitamin C— 

ie Os I ec cme ncceecwneds University of Illinois College of Dentistry 
Technique for Making Bacterial Smears— 

TG rs Shas as aes an University of Illinois College of Dentistry 
The Use of Microscopic Slides in Oral Diagnosis and Pathology— 

| EE oe Chicago College of Dental Surgery 


Clinical and Histologic Findings in Partial Pulpectomy and Pulp Amputation— 
Joseph Rueszotarshi... 0... ccc ceccenes Chicago College of Dental Surgery 
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ORAL SURGERY, EXODONTIA AND X-RAYS 
Fallacies in Root Resection— 
ORE ee ee On ee oe ae oe ae re Pee Re Chicago 
Exodontia for General Practitioner; Technic for Sutureless Flap in Difficult 
Extractions; Reduction of Tuberosity in Full Denture Preparations— 
I nana date ngs Aa ee S kd habe ee bow pee & oe wala LaSalle 


Removal of Root Fragments from Maxillary Sinus; Possible Complications— 
K. W. Penhale 


Exodontia— 

I a cn Gob ha weet’ Chicago 
A Simple Technic for Making Full Mouth Radiographic Examinations with 

the Use of Film Holders— 

SENG: OREO SE a gt, a nny Chicago 
A Method Greatly Diminishing Post-Operative Pain from Extraction— 

Ree RN on eRe atic Sia ai.d, ata eiieeyegieiong 0 76 aves jare San a Seb Minonk 
Landmarks for Local Anesthesia— 

William Nixon Holmes 


a 1 Gn he MPI ARE De A EG REET Pea Chicago 


SE Ry ER ee a Chicago 
ROOT CANAL THERAPY 
SALVAGING THE PULPLESs TooTH—A PROGRESSIVE CLINIC 
Radiographic Evidence of the Value of Root Canal Therapy— 
RS A rai t bora. einen ie bes Keele WAS 4E0 Ce ad Chicago 
Instruments and Instrumentation— 
a a eI ala ng ks yh Aa OP Ran ae aa Chicago 
Pulp Removal and Filling the Canal— 
ee ee can kk behaeh dens <cseieeeecnee Chicago 
Treatment and Filling Canals in Putrescent Teeth— 
Cee a kad als 605 ge ea eceudek Chicago 
PORCELAIN 
Modified Porcelain Jackets for Arch Alignment— 
EES OORT Se Pn ee ee Chicago 


Porcelain Inlays— 
nk ska abate ease b masa aes Chicago 
Porcelain Jacket Crown Indications; Preparations for Normal and Malposed 
Teeth; Abutments on “All Porcelain” and “Thimble” Bridges— 


ks ohn shee CAE Oks nee a 8 i Chicago 


DENTURE MATERIALS 
Dental Materials— 


ES ESET GRR SE IE PT University City, Missouri 
A Simple Method of Processing Acrylic Denture Materials— 
SS SGI EEE POLY TE FETE PEE OE TT ET Chicago 


See also Limited Attendance Clinics given by Northwestern University Group on 
“Some Phases of Artificial Denture Work,” 
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CHILDREN’S DENTISTRY 


Deciduous Teeth—Treatment for Preservation of Putrescent Deciduous 
Molars— 


W. R. Rodenhauser 


plete rire tis nkaiite niin aie CIPS RLAN ee emai Oe ee Be aaeeS Peoria 
Formulas and Methods for Using Silver Nitrate in Some Temporary Teeth— 
a ache hee Oe ak ee eee ed ah ome Ohio 
Treatment for Abscessed or Putrescent Deciduous Teeth— 
Se A dnt ck etnedndcn da cceutnwneskesalacksiakeda bes Mascoutah 


See also Limited Attendance Clinic given by G. V. Black Study Club of Des 
Moines, Iowa, on “The Use of Alkalinized Howe’s Solution.” 


PERIODONTIA 
Conservative Treatment in Early Cases of Periodontia— 
er icin ck s Cad bhth ahs bSu A Mo SAS RN OS eo AO Chicago 
Periodontal Treatment for the General Practitioner— 


ee Saks dng. eh Gade mane baOe ia eke eeu teow und Chicago 


ORTHODONTIA 
A Cast Retaining Appliance Made of Chrome Alloy— 


I rae ricie nl kik gchar s nga bakeawneyeadwee Springfield 
Orthodontics in General Practice— 
A. W. Brandhorst 


BE en a Bite voce A ee aubil  wiceic aan tiga a eee Alton 
Orthodontia for the General Practitioner— 

SiGe TINIE cos el eee Seats ia tal So Ba tei ote esina aceNG East Moline 

CROWN AND BRIDGE 

All Porcelain Pontic— 

i nS. ae kawnn bh ed iar er Ve abede een ikans ae Chicago 
Adaptation of Porcelain Pontic— 

als hie i ee a haa adc als die ad ae ween ste Chicago 


Adequate Retention Forms for Fixed Bridge Abutments— 
ie CS ahs oh cache sud wok seed ee sae ken ecmhae eed Chicago 
Use of the Pinledge and Pinlay as a Bridge Attachment, Stabilizer and for 
Abraded Anterior Teeth— 
Me UES SL canoes aidan le ets bb Sevan eine eee we REA ns Kankakee 
See also Limited Attendance Clinic “Fundamentals of Fixed Bridge Construction” 


by Crown and Bridge Department of the University of Illinois College of 
Dentistry. 


OPERATIVE DENTISTRY 
A Simplified Accurate Technic of Making Gold Inlays for Occlusal and 
Proximo-Occlusal Cavities— 
i ER Gas Kucd oe he Mebane Rd ek tha seee eeewaacanbonrknaee Chicago 


Surveying and Mounting of Cases When Increasing Vertical Dimension— 
Paul A. Edmand 
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Clinical Three-Quarter Crown Direct Wax Impression Technique— 


BMI eens ho Sy he nn aie hea a in a Rees goa id ts ally So aiglie: sce Saal Meredosia 
Indirect-Direct Method of M. O. D. Inlays Without Amalgam Die— 
SN 28 pk he ie oa eco acai @-Sod IS Ha LEE HO OER Danville 


FULL AND PARTIAL DENTURES 


Esthetics in Full Denture Construction— 


ESR GS AOS TE Pa a Pa a Elizabeth 
Selecting Teeth for Complete Restorations— 

i Lk. Reha cea MN dap ean ed aa soaK 8 ve 04s eS Chicago 
Individual Tray Making and Impression Technic— 

i ee tet lek ee be ha avleuds wales kaeeaces eae Rossville 


A Simple and Accurate Method of Securing Centric Relation and Transfer- 
ring to Articulator— 


Cee et Oe Van dare a aka RAR Kawed aad a a Danville 
Full Denture Construction— 

gee re es Liked cn sawn whee sess aeNarinneet Chicago 
Treatment Dentures— 

SEE ae gee er a en ee re ee eee Chicago 
Immediate Denture— 

EE AE ESE oe PT EE on eee eee Chicago 
Chrome Alloy Castings— 

Oe es ea ea canbe sss seas sa eae Chicago 
Fournet-Tuller Impression Technique for Lower Dentures— 

Ne ee ic Sia ts walkin aah ew 6 ba ia sn wa be Chicago 
A Simple Way to Obtain the Correct Bite— 

a ales wins SW ad Wh eka Nae gene dibs Freeport 
A Stabilized Lower Impression Technique— 

Laat e ahh eshae ede sdaseaeeay Villa Grove 
Ridge Balance Versus Tongue and Cheek Balance— 

te ere ey ee nee ee Chicago 
Stability in Lower Dentures— 

ed ile aay hha b eew ekEawn da adm eee Elmwood 


See also Limited Attendance Clinic given by Northwestern University Group on 


“Some Phases of Artificial Denture Work.” 


ILEINOIS STATE ORAL BYGIENE 
ASSOCTA TION 
Method of Sterilization— 


ND a ea eee S Saad bn wiki WG Rue Dimas os < eae Chicago 


Dark Room Procedure— 


STIS Er ee ae eee ee ee er Chicago 








¢ SCHOOL OF INSTRUCTION ¢ 





9:15 


10:00 
10:15 


10:45 
11:00 


11:45 


12:30 


4:15 
4:30 
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> > >> 
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M. 
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M. 


M. 


= 5 


. M. 


M. 


WEDNESDAY 


Room 222 
Conducted By 
Committee on Dental Health Education 
F,. A. Neuhoff, Committee Chairman 
Lloyd C. Blackman, Chairman, School of Instruction 

Why a Committee on Dental Health Education? 

ke SERS ee ee Sere) Ae Nay apie eee Belleville 
Gum Disturbances in Children—Importance of Early Recognition 
and ‘Treatment. 


eRe choy tbc aroun lave hone eee eas Crean aee Oak Park 
Discussion. 
Dental Health Programs and the School Dentist. 

Fe a pki nceawabaceikeeanesecaks Rock Island 

Clinic and Discussion. 
Dentistry and the National Health Program. 

cs ck An hneakbe eekaee hie sine ade Chicago 
Clinic—Available Dental Health Materials. 

BA Bi DA iis kee bandddeesnehradeweed anes Chicago 


The Division of Dental Health Education—Its Relationship to 
Children’s Dentistry and Public Health. 
i GS sis oi a eae daedeke ae Springfield 
Annual Dental Health Education Luncheon. 
Speaker—To be announced. 
Subject—Child Psychology. 
What Dental Students Are Being Taught in Children’s Dentistry. 
MN os db kauensechekeeeneénwnws Chicago 
Clinic and Discussion. 
The Relationship Between the General Practitioner and Ortho- 
dontist. 
i Se a cs a kin pai e meae Chicago 
Clinic and Discussion. 
Treatment for Deciduous Teeth in Pulp Exposure, Abscesses or 
Putrescence. 
ish Gch Kadwevitn ca we keeude yh eke a Mascoutah 
Clinic and Discussion. 
Clinic—Practical Children’s Dentistry. 
PE A, CSch Ken aGeeuha 44 oahu h be sd banned’ Anna 
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J. M. Etson WILFRED S. PETERS 
Chairman, Scientific Exhibits Chairman, Commercial Exhibits 
COMMERCIAL EXHIBITS 


LASALLE Room—PatLM Room 


9:00 A. M. to 5:00 P. M. Daity 


EXHIBITORS BOOTH NUMBER 
rr PC Oe . .. cc ca eaweadecacwesacesebdcces 15 
a eS Ge kad a wand elhe ets 6 
a a a a 11 
i. se at baa Seka das dead see edaldacs 7 
Se co iw ca cd seseusawsaavceeversees 20 
IR NE Sas bin see ecdacad es iaesevsuseds 15 
Commsnus apentel Netg. Co.. Columbus, Ohio: ......:.......0000.0000000 17 
a so Sc bs ok bib das elebiegeesueeesen 10 
I a. awa des do 64 saben sacawe'as 31 
Dental Items of Interest Publishing Co., Brooklyn, N. Y.................. 14 
Dentists Supply Co. of New York, New York City...................0005 24 
Bpeereet Epeneel BGie, Ca., Detentt, Mich... 2... 2. ccc cece 16 
Pee. ha eee ONY 820i. MORICEGO... 5.5 oc kk eae cece eaes 19 
Goldsmith Bros. Smelting & Refining Co., Chicago....................... 23 
Ser NCCI Tn ho 5d adc ia cesibi'e andl S/d ae a g-eeore o bw eG Sls 1 
ec cg bb ace beawh eke GAdb+ eu. 13 
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Medical Protective Insurance Co., Wheaton..............cccccceccccecs 30 
bisivele TPemenl Gepply Ca., Gt. Tnts, Bie... wi cc cia ccwcccesas 22 
Mileen Demtal Labecntory, Secimgheld. ...... 2... cece ccccccccswenecs 21 
Novocol Chemical Mfg. Co., Inc., Brooklyn, N. Y..................00000- 14 
Ohio Chemical & Mfg. Co., Cleveland, Ohio.....................00000- 8 
Prosesuanal Wiens (Credit Co: Peoria... . ...oscckcccccbsvewesectccws ea 3 
es a chek nd aed ween rks ca ¥eeeus Cea eOwS re 
Ritter Dental Equipment Co., Inc., Chicago. ......... ccc cece eeeesce 19 
Rovane Dental Supply Co., Keokuk, Towa... .... 2... ccc ccccnccccvess 25 
ee aan sis se win kis 2 dws dag ead ea vacan dows 12 
TOR A HEI, IGN io 5 i so So syn bcaca.  acpSla dies oun diaw,ad ovslegen 26 
Wipemememns Emetremerts Gir TOON. nw. cin ie ccc ccc ces mesecescecccs 4.5 


Berry-Kofron Dental Laboratory, St. Louis, Mo. 
Brown Dental Laboratory, Davenport, lowa 
Hootman Dental Laboratory, Rockford 

Kraus Dental Laboratory, Peoria 

Roe Dental Laboratory, Streator 

Standard Dental Laboratory, Chicago 


po a a ee ee ee ee ere 9 
er a occa cdbedessestanaenvonnan 18 
White, The S. S., Dental Mfg. Co., Chicago. ...........0. ccc ccccecee 28-29 


Sd 7 * 
SCIENTIFIC EXHIBITS 
MEZZANINE FLooR AND CREVE CoEUR RooM 

9:00 A. M. ro 5:00 P. M. Dairy 


The following outstanding Scientific Exhibits will be housed on the Mez- 
zanine Floor and in the Creve Coeur Room of the Pere Marquette Hotel. Sev- 
eral of the exhibits will be along historical lines as is fitting for a Diamond 
Jubilee Meeting. 

American Dental Association Bureau of Public Relations. 

American Dental Association Council on Dental Therapeutics. 

State of Illinois Department of Public Health. 

Illinois State Medical Society. 

Northwestern University College of Dentistry. 

Chicago College of Dental Surgery. 

University of Illinois College of Dentistry. 

Walter Zoller Memorial Clinic. 

Dr. Roland M. Klemme, St. Louis, Missouri. 


. |..% 





* SFrOR iS * 


TENTH ANNUAL GOLF TOURNAMENT 


Monpay, May 8TH 
Mr. Hawtey Country CLus 


The Tenth Annual Golf Tournament will be held Monday, May 8th, 1939, 
at the Mt. Hawley Country Club. Tee off any time during the day. 


The State Dental Championship will be awarded for the low gross on 36 
holes. However, many other prizes will be awarded for medal and handicap play 
on 18 as well as 36 holes, giving an even chance to all. 


As this day is set aside as play day of the State Meeting, all interested in 


golf are urged to plan to participate prior to attending the big Sports Dinner in 
the evening. 


L. E. Stewarp, Chairman. 











. sFrQR TS * 


SECOND ANNUAL BOWLING CONGRESS 
Monpay, May 8TH 


1:00 P. M.—3:00 P. M. 





SARATOGA RECREATION ALLEYS 





A. B. C. CHALLENGED 


The American Bowling Congress is again, this year, being challenged in 
sportsmanship, fun, and unheard of cooperation by the Illinois Dental Bowling 
Congress which is comprised of those merry-making, razzel dazzling, jitterbugging, 
hook rolling, pin smashing, dento-ball-pushers. 

Never heard of them? Why they’re so hot we’re not even going to tell 
last year’s champions that there is another tournament this year so that the rest 

of us may have a chance. (Hope they dont’ read this.) If, by chance, they do 
come, let’s all gang up on the first day of the convention and show these champions 
that we still are a better bunch of bowlers than they are. 

It will again be a handicap affair and rolled in two shifts at the Saratoga 
Recreation Alleys. One shift will start at 1 o'clock and the other at 3 o’clock. 
When you make your reservations, please specify as to the shift on which you 
would rather bowl. 

So brace up, polish up, and practice up for the Second Annual Illinois Dental 
Bowling Congress to be held Monday afternoon, May 8th. 

W. H. Hartz, Chairman. 
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. SPORTS * 





NINTH ANNUAL TRAPSHOOT 


Monpay, May 8TH 
1:00 P. M. 
PrortaA SKEET AND GUN CLUB 





On Monday, May 8th, around 12:30 P. M., drive out North Adams Street 
to the Waterworks and then look south by southeast and you will notice the big 
sign of the Peoria Skeet and Gun Club. Drive right in and participate in the 
Ninth Annual Trapshoot. 

Stanley LaDue and Otto Wiltz will be the masters of club house ceremonies 
and if you have been with us in former years you will know that this means there 
will be joy and laughter and many tales of many things. Also, but keep this a 
secret, Stan will have an abundant supply of Peoria’s best to be had for the 
asking. And you are welcome whether you shoot or not. 

Now, as to the shooting match. There will be a program of 100 targets. 
Three classes determined by the Lewis class system and three prizes in each class. 
The big gold medal that goes round and round will be awarded to the high gun 
regardless of class. This medal is now held by Dr. Francis of Collinsville. The 
entrance fee will be $6.00, which includes 4 boxes of shells, 100 targets and 
incidentals. If you bring your own shells the entrance fee will be $3.00. 

C. D. Hermon, Chairman. 
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¢ ENTERTAINMENT -¢ 





DIAMOND JUBILEE BANQUET 
TUESDAY 
7:00 P. M. 
Pere MargueEtre Hore. 





-_ = ‘a 7 Ms - ue @ 
— “ — 


This banquet will be in the form of a birthday party celebrating the 75th 
Anniversary of the Illinois State Dental Society. While it is quite difficult to 
put seventy-five candles on a cake, the incidentals will not be lacking to make 
this a delightful and entertaining occasion. 

We have been exceedingly fortunate to secure for after-dinner entertain- 
ment three outstanding individuals. 

Dr. Frederick B. Noyes, Dean of the University of Illinois College of 
Dentistry needs no introduction to the Illinois State Dental Society. He will 
speak on “The Heritage of Seventy-Five Years.” 

Dr. Edward Ball of Cincinnati, Ohio, has the unique distinction of being 
not only a leading periodontist but also an entertainer of national reputation. 
An enjoyable surprise is in store. 

John C. Metcalfe is Chief Investigator for the Dies Committee of the 
United States Congress on Un-American Activities. He is considered the ace 
reporter in the United States today and will speak to us about “The American 
Nazi Front.” This is undoubtedly one of the paramount issues before the 
American Public today. 

Those wishing tables with a definite number of plates, should send reserva- 
tions to 620 Alliance Life Building, Peoria, Illinois. 


C. E. Boturncer, Chairman. 
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« ENTERTAINMENT -¢ 


ANNUAL SPORTS BANQUET 
Monpay, May 8TH 
7:00 P. M. 
Mr. HAaw.Ley Country CLusB 

The Annual Sports Banquet will climax a day devoted to golf, bowling and 
trap-shooting. 

Here one can relax to the tune of a refreshing drink, delectable food and 
pleasurable entertainment. 

A bigger and better affair is assured the guests of previous years and a real 
treat awaits those who have not been present at similar occasions in the past. 

Tickets may be secured by sending your reservation, now, to Dr. Dudley 
Smith, Peoria, Ill., or obtaining them on the day of the banquet at the informa- 
tion booth in the lobby of the Pere Marquette Hotel. 

Dub ey G. SmitH, Chairman. 


LADIES’ BRIDGE LUNCHEON 
Wepnespay, May 10TH 
1:00 P. M. 
Peor1a Country CLuB 
The outstanding event for the exclusive entertainment of the ladies will be 
the bridge luncheon at the beautiful Peoria Country Club, noted for its mag- 
nificent view of the Illinois River Valley and its wonderful food. A more ideal 
spot for such an occasion is unimaginable. ‘Those who have attended one of 
these parties in the past will be more than anxious to return once again. 
Let nothing interfere with the plans of the ladies to attend, Wednesday, 
May 10th. Arrangements for transportation should be made at the information 
desk in the lobby of the Pere Marquette Hotel. E. E. Hoac, Chairman. 


MGSPFITALiITyY STFAG 
WeEpnNEsDAY, May 10TH 
10:00 P. M. 


PrortA Room, PERE MARQUETTE Hore. 





As a final climax to the various rounds of entertainment provided to celebrate 
our Diamond Jubilee a committee has arranged for a “Stag” that will imme- 
diately follow the Wednesday evening general session. 

It is the hope of the General Committee that this entertainment feature 
will be the common meeting place for all members, exhibitors and guests after 
the more serious and instructive sessions that have preceeded. 

Food, drink and entertainment are on the program for your enjoyment. 
PauL W. Copper, Chairman. 





¢ ANNOUNCEMENTS ¢ 


RADIO PROGRAM 
Dr. E. J. Rogers, President of the Peoria District Dental Society, has ar- 
ranged for three radio broadcasts during the time of our meeting. Drs. Charles 
F, Deatherage, Lon W. Morrey and John C. Brauer will be the speakers. 


LUNCHEON CLUB SPEAKERS 
Peoria Luncheon Clubs have again requested dental programs during the time 
of our Annual Meeting. Assignments have been made as follows: 
Peoria Ad Club—Tuesday—Edward J. Ryan. 
Exchange Club—Tuesday—Lon W. Morrey. 
Kiwanis Club—Wednesday— 
Progress Club—Thursday—Charles F. Deatherage. 


INFORMATION 
A general information booth will be located in the main lobby of the Pere 
Marquette Hotel to provide service for those in attendance at the Diamond 
Jubilee. 
A young lady attendant will be in the booth continuously to volunteer that 
service and provide that information which seems to be most in demand. 
A. L. McDonoucu, Chairman. 
UNIVERSITY OF ILLINOIS ALUMNI LUNCHEON 
The annual luncheon of the Alumni Association of the University of Illinois 
College of Dentistry will be held in the Jefferson Room of the Jefferson Hotel, 
Peoria, Illinois, Wednesday noon, May 10th. ‘Tickets will be available at the 
Information Booth in the lobby of the Pere Marquette Hotel. 
HOTEL RESERVATIONS 
Please send your reservations to Dr. C. B. Clarno, Lehmann Building, Peoria, 
or to the hotel of your choice. Should you choose a hotel that is sold out a 
reservation will be made for you at another and you will be so advised. 
Peoria HoTrEets AND RATES 
No. Rooms Single Double 
Pere Marquette $3.00 $3.50 $4.00 $4.00 $4.50 $5.00 
(All with bath) Twin bed rooms 5.50 6.00 8.00 
Jefferson 2.50 3.00 3.50 3.50 4.00 5.00 
(Extra single beds may be placed in rooms at the above hotels for $1.50 each.) 
Mayer $1.25 to $3.00 $2.25 to $5.00 
New National 2 1.25 to 3.00 2.00 to 4.00 
Pascal 1.25 to 2.50 2.00 to 3.50 
1.25 to 2.50 2.00 to 4.00 
Metzger and Yale 1.00 to 2.50 2.00 to 3.50 
Lincoln : 1.00 to 3.00 2.00 to 4.00 
1.00 to 2.50 2.00 to 3.50 
1.00 to 2.00 2.00 to 4.00 
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¢ EDITORIALS ¢ 


LET’S ALL MEET IN PEORIA 

“This Society has an active membership of one hun- 
dred, of which number, in the course of the present ses- 
sion, over three-fourths were in attendance. This was 
the largest attendance in proportion to membership ever 
held. . . .” Taken from the “Transactions of the 
Eighth Annual Session of the Illinois State Dental So- 
ciety” which were written by its Editor, Dr. C. R. E. 
Koch, in 1872. 

Next month the Illinois State Dental Society convenes in Peoria for its 
Seventy-fifth Annual Dental Meeting. Even a quick glance at the Preliminary 
Program published in this number of, the JouRNAL will convince all that our 
Diamond Jubilee Meeting should be attended by every dentist in the Midwest. 
The Program Committee has arranged an exceptionally well balanced program; 
almost every phase of dentistry is to be demonstrated and discussed by capable 
men. For at least eight months, the many committees charged with planning 
the several sessions have been diligently working to make the Diamond Jubilee 
Meeting worth while. No one who has not actually had the responsibility of 
organizing a large meeting can fully appreciate the magnitude of the task. For 
example, the pile of correspondence collected by one committee chairman meas- 
ures 6% inches in height! Add the innumerable phone calls and conferences 
that were required and one begins to realize that planning and staging a State 
Dental Meeting comes under the heading of “Big Business.” 

Of course, it is no longer necessary to defend dental society meetings, for 
their value has been definitely established over the years. During the first years 
of our society’s existence, however, many papers were read which attempted to 
justify dental society meetings. To sight an example we again refer to the 
“Transactions of the Eighth Annual Session” and quote from the Presidential 
Address of Dr. O. Willson. 

“Colleges, always, for beginners and the few practitioners who will attend 
them. The journals must be often consulted, if we would maintain effective 
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practice. ‘The enactment of a law, making it obligatory upon all to obtain from 
competent authority a certificate of ability to practice, are all indispensable, but 
to the dental society may all look for the exhibition of the new and for that sifting 
ordeal of discussion, giving to each theory its due weight and place; to be verified 
in practice. It is a highway of improvement, open to all, and should be within 
the reach of all.” 

We shall not discuss here the details of the program to be presented this 
year in Peoria, it can stand on its own merits. Nor do we believe it necessary 
to praise the committeemen for their excellent services to our Society. If a goodly 
proportion of the members of the Illinois State Dental Society will journey to 
Peoria, May 8-9-10-11, these men will feel adequately repaid for their efforts. 
The Diamond Jubilee Meeting will certainly give an “exhibition of the new” 
and “a sifting ordeal of discussions, giving to each theory its due weight and 
place.” Truly it is “a highway of improvement” and is “within reach of all.” 
So let’s all meet in Peoria! M. K. H. 





£NFORCING THE DENTAL PRACTICE ACT 

A few years ago the Illinois State Dental Society urged the State Legislature 
to pass the present Dental Practice Act as a measure to further the health and 
welfare of the public by providing more stringent regulations regarding the 
practice of dentistry. ‘This was but a continuation of the life-long effort on the 
part of organized dentistry to banish quackery and the charlatan. 

It has been increasingly disappointing during the intervening years to find 
that this legislative measure has failed in the complete accomplishment of its 
purpose. There are many who contend that this is no fault of the act but of 
those who are charged with enforcing its provisions. It should be remembered 
that dental societies play no direct part in enforcing the laws of government includ- 
ing the Dental Practice Act. This is the sworn duty of the legally elected and 
appointed law enforcement agencies of government. It is not our purpose to 
dwell at any length on that point here but it is our desire to pass on to the mem- 
bership and others interested a letter containing, among other things, a judicial 
decision which, to our way of thinking, supports the contention that law enforcing 
agents have much to do with the ultimate solution of the problem. 


Chester E. Lewis, General President 
J. J. Costello, General Organizer 
International Union of Dental Industry Workers 
Washington, D. C. 
Chicago Headquarters: 510 N. Dearborn Street 
Telephone: Delaware 3309 


Dr. Harold W. Oppice, Editor, IxLtvots DENTAL JouRNAL, March 16, 1939. 
1002 Wilson Avenue, Chicago, Illinois. 
Dear Sir: 


In the month of January 1938, I was retained as the attorney for Dr. William E. 
Kaplin to represent him in the matter of a hearing before the Dental Committee of the 
Department of Registration and Education, wherein the Respondent was charged with hav- 
ing violated certain sections of the Illinois Dental Practice Act. 


~ 
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¢ EDITORIALS °¢ 


LET’S ALL MEET IN PEORIA 

“This Society has an active membership of one hun- 
dred, of which number, in the course of the present ses- 
sion, over three-fourths were in attendance. This was 
the largest attendance in proportion to membership ever 
held. . . .” Taken from the “Transactions of the 
Eighth Annual Session of the Illinois State Dental So- 
ciety” which were written by its Editor, Dr. C. R. E. 
Koch, in 1872. 

Next month the Illinois State Dental Society convenes in Peoria for its 
Seventy-fifth Annual Dental Meeting. Even a quick glance at the Preliminary 
Program published in this number of, the JouRNAL will convince all that our 
Diamond Jubilee Meeting should be attended by every dentist in the Midwest. 
The Program Committee has arranged an exceptionally well balanced program; 
almost every phase of dentistry is to be demonstrated and discussed by capable 
men. For at least eight months, the many committees charged with planning 
the several sessions have been diligently working to make the Diamond Jubilee 
Meeting worth while. No one who has not actually had the responsibility of 
organizing a large meeting can fully appreciate the magnitude of the task. For 
example, the pile of correspondence collected by one committee chairman meas- 
ures 6% inches in height! Add the innumerable phone calls and conferences 
that were required and one begins to realize that planning and staging a State 
Dental Meeting comes under the heading of “Big Business.” 

Of course, it is no longer necessary to defend dental society meetings, for 
their value has been definitely established over the years. During the first years 
of our society’s existence, however, many papers were read which attempted to 
justify dental society meetings. To sight an example we again refer to the 
“Transactions of the Eighth Annual Session” and quote from the Presidential 
Address of Dr. O. Willson. 

“Colleges, always, for beginners and the few practitioners who will attend 
them. The journals must be often consulted, if we would maintain effective 
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practice. The enactment of a law, making it obligatory upon all to obtain from 
competent authority a certificate of ability to practice, are all indispensable, but 
to the dental society may all look for the exhibition of the new and for that sifting 
ordeal of discussion, giving to each theory its due weight and place; to be verified 
in practice. It is a highway of improvement, open to all, and should be within 
the reach of all.” 

We shall not discuss here the details of the program to be presented this 
year in Peoria, it can stand on its own merits. Nor do we believe it necessary 
to praise the committeemen for their excellent services to our Society. If a goodly 
proportion of the members of the Illinois State Dental Society will journey to 
Peoria, May 8-9-10-11, these men will feel adequately repaid for their efforts. 
The Diamond Jubilee Meeting will certainly give an “exhibition of the new” 
and “a sifting ordeal of discussions, giving to each theory its due weight and 
place.” Truly it is “a highway of improvement” and is “within reach of all.” 
So let’s all meet in Peoria! M. K. H. 





ENFORCING THE DENTAL PRACTICE ACT 

A few years ago the Illinois State Dental Society urged the State Legislature 
to pass the present Dental Practice Act as a measure to further the health and 
welfare of the public by providing more stringent regulations regarding the 
practice of dentistry. This was but a continuation of the life-long effort on the 
part of organized dentistry to banish quackery and the charlatan. 

It has been increasingly disappointing during the intervening years to find 
that this legislative measure has failed in the complete accomplishment of its 
purpose. There are many who contend that this is no fault of the act but of 
those who are charged with enforcing its provisions. It should be remembered 
that dental societies play no direct part in enforcing the laws of government includ- 
ing the Dental Practice Act. This is the sworn duty of the legally elected and 
appointed law enforcement agencies of government. It is not our purpose to 
dwell at any length on that point here but it is our desire to pass on to the mem- 
bership and others interested a letter containing, among other things, a judicial 
decision which, to our way of thinking, supports the contention that law enforcing 
agents have much to do with the ultimate solution of the problem. 


Chester E. Lewis, General President 
J. J. Costello, General Organizer 
International Union of Dental Industry Workers 
Washington, D. C. 
Chicago Headquarters: 510 N. Dearborn Street 
Telephone: Delaware 3309 


Dr. Harold W. Oppice, Editor, ILttvots DENTAL JoURNAL, March 16, 1939. 
1002 Wilson Avenue, Chicago, Illinois. 
Dear Sir: 


In the month of January 1938, I was retained as the attorney for Dr. William E. 
Kaplin to represent him in the matter of a hearing before the Dental Committee of the 
Department of Registration and Education, wherein the Respondent was charged with hav- 
ing violated certain sections of the Illinois Dental Practice Act. 
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The hearing on the complaint was had in two installments, the first of which began 
on January 24th, 1938 and the second and final hearing on June 13th, 1938. The entire 
committee was present at the hearing of June 13th, Dr. Fred B. Olwin having been absent 
on January 24th. 

On August 2nd, 1938 both Dr. Kaplin and myself received registered letters from 
John J. Hallihan, Director of the Department of Registration and Education of the State 
of Illinois advising that he had adopted the findings and recommendation of the Dental 
Committee which was dated August 1st, 1938, and suspending Dr. Kaplan for a period of 
six months. 

However, approximately three weeks prior to this official decision and announcement 
there appeared in the July 1938 issue of the ILL1no1is DENTAL JOURNAL on page 283, the 
following item: “DENTAL EXAMINING BOARD 

At the June meeting of the Dental Examining Committee of the Department of 

Registration and Education the cases of Drs. William Kaplan and Joel A. Stone 

were heard. 

Both of these men were called to show cause why their licenses should not 

be revoked for ‘aiding and abetting’ one who had no license to practice Dentistry. 

The Committee recommended to the Director of the Department of Registration 

and Education that the respective licenses of Kaplan and Stone be suspended for 

six months. 

The Committee hopes that this action and its subsequent publicity will have a 
salutary effect on any who feel that there will be no punishment for violators of 

the Dental Practice Act and that they can go on indefinitely imposing upon the 

public by violating the laws. E. F. Hazen, Sec’y., 

Dental Examining Board.” 

The July 1938 issue of the JouRNAL did not go to press until on or about July 8th, 
1938, fully three weeks prior to the dated report and recommendation of the Dental Com- 
mittee to the Director of the Department. It is interesting to note that Dr. Fred B. Olwin 
joined in the signed and dated recommendations for his sole contribution to the hearings 
consisted of being present on the date of the final hearing. He did not review the testimony 
of some eight or nine witnesses who testified on January 24th, 1938 for the reason that 
the reporter who took shorthand notes of the testimony did not transcribe her notes and 
present same to the Department until after July 22, 1938. 

In the August 1938 issue of the JourNAL, the editorial board of that magazine, evi- 
dently carrying out the expressed hopes of E. F. Hazel of the Dental Committee to give 
Dr. Kaplan widespread publicity, on page 329 carried the following item: 

“DENTAL EXAMINING BOARD 
An Explanation 
The July issue of the JourNAL carried the information that the dental license 

of Dr. William Kaplan had been suspended for six months. This is true, but the 

Kaplan referred to was Dr. William E. Kaplan, 185 North Wabash Avenue and 

should not be confused with Dr. William L. Kaplan of 201 North Crawford, etc.” 

I subsequently took the entire matter to the Circuit Court of Cook County where the 
same was docketed as William E. Kaplan vs. Department of Registration and Education No. 
38 C 14146. On March 2nd, 1939 the Honorable Judge Harry Fisher heard the case and 
entered a decision as follows: 
WILLIAM E. KAPLAN | 

Before Judge Fisher 


vs. 
DEPARTMENT OF REGISTRATION AND 
EDUCATION 


Thursday, March 2, 1939 
10:30, o’clock A. M. 
Court met pursuant to adjournment. 
Present : 
Chester E. Lewis 
appeared for the plaintiff: 
Hon. John E. Cassidy, Attorney General 
By Mr. M. Raymond Wallenstein, 
Assistant Attorney General 
appeared for the defendant. 














Editorials 177 


THE COURT: I entertain serious doubt as to the validity of several parts of the Act 
regulating Dental Practice, especially of those parts which have clearly nothing to do with 
safety and health, but are aimed solely for the purpose of giving aid to the statute to the 
enforcement of what are purely professional ethics. 

I am not going to pass upon the validity of these portions of the Act, but my doubts 
will soon be formed to beliefs which might be followed by judgment upon it, in view of 
the arbitrary action of the Board, and this case is a clear manifestation of it, and clearly 
points to the danger of enacting laws which place it in the power of members of a pro- 
fession to discipline other members. 

Here the record is made up entirely on hearsay evidence. The witnesses who testi- 
fied in the Criminal Court are not brought before the Board. Neither is a transcript of 
their testimony presented. Of course I doubt whether such a transcript, if it existed, would 
be competent in any event, but apparently the transcript did not exist and the Board re- 
ceived testimony of witnesses who were in the Criminal Court, who testified as to what 
other witnesses testified in the criminal proceedings. 

Without any evidence of participation in the wrongful act, by Kaplan, Kaplan was 
convicted and undoubtedly by a Board which acted not only arbitrarily but was prompted 
by bias, as is evidenced by the fact that in the JourNaL, the Itt1nors DENTAL JouRNAL, 
they published the fact of the suspension before the Director had acted upon it. The fact 
that in a subsequent issue of the JouRNAL they published an apology, simply had the effect 
of repeating the libel and is little comfort to a professional man who has suffered from 
such unwarranted publicity. 

It is such arbitrary action as this that destroys confidence in these Boards and arouses 
the general feeling against bureaucrats and commissions and quasi-judicial bodies, which 
would be good instrumentalities of government were it not for the high-handed methods 
that such bureaus and commissions as a rule resort to. Given a little power they become 
intoxicated with it and use it without restraint, and too often for the purpose of satisfying 
their sense of vengeance against individuals whom they do not like. 

In the interests of the profession the Director ought to exercise a restraining influence 
with the view of carrying out the spirit of the Act, which is not to enable members of the 
profession to reek vengeance upon each, or to harass other members, but to provide for 
the safety and health of the community. There isn’t the slightest basis for the finding 
and suspension in this case and the return will be quashed. 





In view of the adverse publicity which was imposed upon Dr. William E. Kaplan by 
the unwarranted part of the ILLtnors DENTAL JouRNAL in the publishing of the confidential 
action of the Dental Committee, confidential until such time as the Director of the Depart- 
ment of Registration and Education chose to act upon same, I request that you in some 
measure atone for this breach of ethics by publishing in full, the decision of Judge Harry 
Fisher and that in addition thereto you extend an apology to my client, Dr. William E. 
Kaplan. Yours very truly, 

CHESTER E. Lewis. 
It seems quite obvious that if the same type of logic was employed to arrive 


at the final decision to quash as was used to determine that the Board of Dental 
Examiners “acted not only arbitrarily but was prompted by bias,” such decision 
was in error. ‘To substantiate this statement it is pointed out that THE ILLINOIS 
DENTAL JOURNAL did not publish “the fact of the suspension before the Director 
had acted upon.” It did, however, publish over the signature of the Secretary 
of the Board the recommendations of the Committee to the Director which is 
certainly no violation of any journalistic canons that we know of. Further- 
more, the hearing under question was not secret but open to the public. 

Perhaps the matter under discussion does not warrant the attention it has re- 
ceived in these columns yet we know of no better way of informing the membership 
of the Society on this problem of enforcing the Dental Practice Act. 
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The Illinois State Dental Society has become quite venerable. This year, 
on May 8, 9, 10 and 11 our society celebrates its Diamond Jubilee. Needless to 
say it is quite an achievement for any organization to reach its seventy-fifth 
year of unbroken service. The “History of Dental Surgery,’ by Charles R. E. 
Koch, D. D. S., shows only a few dental societies antedating the Illinois State 
Society. Of these few a number have not existed uninterruptedly and several 
others do not today exist. 

These societies were formed as follows: In 1842, the Virginia Society of 
Surgeon Dentists; in 1844, the Mississippi Valley Association of Surgeon Dentists ; 
in 1845, the Pennsylvania Association of Dental Surgeons; in 1855, the Mich- 
igan State Dental Society; in 1858, the North Carolina State Dental Society ; 
in 1863, the Iowa State Dental Society; in 1864, the Massachusetts Dental 
Society and the Connecticut State Dental Association; in 1865, the Illinois and 
the Georgia State Dental Societies. 

Stirring National affairs preceded the formation of the Illinois Society. In 
the year 1865 Abraham Lincoln was president of the United States. In reality 
the United States were not united but were in the dying throes of the Civil 
War. In March of this year, under the concerted generalship of Sherman, 
Sheridan, Lincoln and Grant, Lee evacuated Richmond. Finally, on April 9, 
the South surrendered and the war was over. In three months, on July 24, 1865, 
the Illinois State Dental Society was formed. 

The Illinois Society was born as a service organization and has so existed 
for its seventy-five years. Originally it was formed to fight the Dental Vulcanite 
Company or the Cummings Patent evil; this company was collecting a heavy toll 
in royalties from dentists for using its process to make artificial dentures. 

Today, as seventy-five years ago, the Illinois State Dental Society is fighting 
continually to make dentistry a better profession for its members. 

H eT 

It doesn’t take much of a prognosticator to foretell that the ladies are again 
in reverse as far as the styles are concerned; just a casual perusal of any of the 
prominent feminine magazines will bear us out. Bustles are back, and from 
some illustrations we saw, it might even be said bustles are way back. On the 
mib milady will this spring wear say an old flower pot to which has been fastened 
a dead robin; or perchance a rafiia workbasket plus a bundle of artificial violets 
or worse still an old lampshade with an eye penetrating eighteen inch feather. 
Which reminds us of the story about the fellow who asked his wife what in the 
heck color taffeta was. 
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There are fifty-three separate committees in the Chicago Dental Society. 
H &T 
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If by any chance you should have a week-end free and want to make a nice 
trip we could recommend very highly a sojourn out to Lincoln, Nebraska; if 
you let L. R. Johnston, Secretary of the Lincoln District Dental Society, or Stub 
Butler, President, know about ten minutes ahead of time, the city is yours. 

H&T 


Fred Molt was recently made a Commander in the Naval Reserve; 
besides being Secretary of the Chicago Dental Society, Fred is Chairman of the 
Publication Committee and a member of the National Board Committee of the 
American Society of Oral Surgeons and Exodontists. . . . Harold J. Noyes is 
Vice President of the American Association of Dental Editors. . . . L. H. 
Jacob of Peoria has been elected the new Secretary to replace Mickey Newlin. . . 
Harold Hillenbrand, Robert W. McNulty, Rudolph Kronfeld, Robert G. Kesel 
and George Teuscher have articles in the recent bulletin of the American Asso- 
ciation of Dental Editors. . . . R. Harold Johnson is an authority on facial 
masks, particularly of the wax variety. . . . N. D. Vedder of Carrollton is 
the lucky owner of Illinois State License plate 28 for his car; he has had this 
number since 1912, the year the late Senator Lawrence Sherman turned it in. . 
Howard Miller is Chairman of the Oral Surgery Journal Committee of the 
American Society of Oral Surgeons and Exodontists. . . . We have nothing to 
say about L. E. Steward of Peoria, have you?. . . 

H&T 


John B. La Due, Illinois, ’05, is this year’s President of the International 
College of Dentists. This honorary society bestows membership on dentists as 
a recognition of outstanding service rendered to dentistry. The International 
College of Dentists has 272 members in this country and has branches in 147 other 
countries and provinces. 

H&T 


We were fortunate enough to be present this very morning when the first 
copies of Rudy Kronfeld’s new and revised Dental Pathology book were delivered 
by the postman. There was a happy man, and it’s certainly a most beautiful book. 
And this, by the way, is Here & There’s first news scoop. From an out of state 
graduate student who has seen some of the page proofs we understand that the 
new book on Full Dentures by R. O. Schlosser of Northwestern is also a very 
fine edition. And this we think is scoop number two for Here & There. 


H&T 
Hoping to see you all in Peoria about May 8, where we understand Ben 
Sherrard will be giving away diamonds as souvenirs of the meeting we remain, 
respectfully, 


Lar PSehew. A. 
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ROCK ISLAND 

I shall report the February and March 
meetings of the Rock Island County Dental 
Society in this issue. If any member of 
the Society wishes to take a pot-shot at 
the component editor for not publishing a 
report of the February meeting in the 
March issue, he certainly is leaving the 
gate wide open. I have a good excuse and 
will give it to anyone sending an enclosed 
stamped envelope. 

Our meeting of February 21st was held 
at the LeClaire Hotel in Moline, dinner 
being served at 6:30 to twenty-five mem- 
bers. The clinician for the evening was 
Dr. H. P. Miller, Rock Island physician 
and surgeon, who spoke on the subject 
“Physical Diagnosis.” Dr. Miller gave a 
splendid paper, accompanied by lantern 
slides, which was so well received by all 
as to cause a general request for reprints. 
The program committee have sure been on 
their toes. 

The March meeting was held at the Le- 
Claire Hotel on the 21st, and, boy, oh boy, 
what a turnout! We sure had 95 per cent. 
We were also very happy to have had so 
many in attendance from the Warren 
County Dental Society of Monmouth. 
After a short business session conducted 
by our president, Charlie Motz, the meet- 
ing was turned over to the clinic commit- 
tee, composed of Harry Albright, Art 
Glawe and Walter Schwager, who presented 
seven clinics given by members of our local 
society. The clinics were as follows: Frank 
Vermeulen of Moline on “X-ray Diag- 
nosis”; George Wood and Mel Everett of 
Geneseo on “Roofless Dentures”; Elbert 
King of Geneseo on “Root Canal Tech- 
nique”; John Katrana of East Moline, as- 
sisted by Kenneth Johnson of Cambridge, 
on “Orthodontia for the General Practi- 
tioner” and “A One-piece Cast Crown”; 
Moreland Emerson of Rock Island on 
“Public Health Instruction for the State 
of Illinois’; Harry Trent of Rock Island 
on “Silver Inlays.” Charlie Rile, Jim 


180 


Nichols, Charlie Motz and Fred Helpen- 
stell gave several original technical ideas 
that could be used in our daily practice, 
and Sid Wiggins of Rock Island gave a 
clinic on “Baked Porcelain Inlays Without 
the Platinum Matrix.” These clinics, which 
showed a great deal of preparation on the 
part of the technicians, were very well re- 
ceived by all the members. 

We were glad to welcome Arnold Krue- 
ger, who had just returned from his honey- 
moon a couple of days before the meeting. 
Congratulations and felicitations to you 
and Mrs. Krueger from the gang. 

Our next meeting, with afternoon and 
evening sessions, will be held at the Fort 
Armstrong Hotel in Rock Island on April 
18th, starting at 2:30 p. m. The speaker 
for the afternoon will be Dr. F. N. Bo- 
zola, from the University of Illinois, who 
will present a paper and clinic on “Crown 
and Bridge Construction.” In the eve- 
ning Dr. Carol Stewart of the same uni- 
versity will give a paper on “Oral Sur- 
gery for the General Practitioner.” 

Smney A. Wiccrns, 
Component Editor. 
- ox a 

G. V. BLACK 

Dr. John C. Brauer, of the University 
of Iowa, appeared before this component 
last December and spoke on “Children’s 
Dentistry.” He was so popular that Dr. 
John R. Jones, Chairman of our Program 
Committee, presented him at our March 
meeting, at which time he was equally well 
received. At the March meeting he spoke 
on “Nutrition: Its Clinical Application in 
Dentistry” and “Problems in Diagnosis in 
Pedodontics That Confront Every General 
Practitioner.” The fact that Dr. Brauer 
appeared before this component twice in 
a year speaks for itself and leaves nothing 
to be said about his drawing power and his 
presentations. 

HEAR-SAY: Dr. George Mills is chair- 
man of a facts-finding committee, consid- 
ering the erection of a Dental Arts Build- 


Rare og 























ing. . . G. V. Black Component is pleas- 
antly anticipating two house warmings, i.e., 
A. L. Converse’s and Larry Neber’s. . . To 
obtain correct centric occlusion tell the 
patient “Stick out your upper jaw and 
close.” . . Dr. Strange of Hillsboro was a 
recent contributor to “The Articulator,” 
official organ of St. Louis University, Col- 
lege of Dentistry. . . Jim Bradley is now 
associated with Drew Fullenwider. . . A 
War Department Communique reveals that 
C. C. Welsch of Nokomis has been pro- 
moted to the rank of Major. Congratula- 
tions, Major Welsch! . . . Carroll Jordon 
recently presented Johnnie Maher of Lin- 
coln with Benedicts:—Thoma and Ket- 
terer. 

MAN OF THE MONTH: Hugh T. Mc- 
DERMOTT—Born July 7, 1895, near Il- 
liopolis, Illinois. Attended the local grade 
school and Illiopolis High School. Entered 
St. Louis University, College of Dentistry, 
1915. Graduated with the degree of D.D.S. 
June, 1919. The World War occurring 
during his University days, he enrolled in 
the Students Army Training Corps and 
served with the Corps for the duration of 
the War. Upon his graduation he came 
to Springfield, where he opened a dental 
office. He enjoyed early success, which 
he modestly attributes to the fact that 
many of the “old timers” were not at that 
time discharged from service, thereby mak- 
ing a shortage of dentists. We can only 
add that he is still enjoying a very suc- 
cessful practice and there is anything but 
a dearth of dentists in this community at 
this writing. Mac, as he is most often 
referred to, wooed and won Miss Margret 
Keely in 1925. These two later became 
four, as they now have two sons, Tom 
and Dick. Mac is the present president 
of G. V. Black Component. He is a mem- 
ber of the faculty of St. John’s Nurses’ 
Training School. He affiliated with Delta 
Sigma Delta Fraternity while attending St. 
Louis University. He is one of the most 
active workers in the Knights of Columbus 
of this community and is also active in 
the “Little Theatre Movement.” Better 


watch out or Mac’s infectious smile will 
get you. 


Bos CuRREN, 
Component Editor. 
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EASTERN ILLINOIS 

I was not able to attend the last Study 
Club Meeting, so will have to thank Bob 
Taylor for his help in getting this report 
together. 

The March meeting was held in Mattoon 
at the U. S. Grant Hotel. Dr. Nylander 
of Chicago was the essayist and his sub- 
ject was “Operative Dentistry.”” The af- 
ternoon lecture was outlined as follows: 

1. Study of decay, two types. 
2. Study of tooth anatomy. 
(a) With reference to immune and 
susceptible areas. 
(b) With reference to cavity prepa- 


ration. 
3. Classification of cavities and filling ma- 
terials. 
4. Methods of instrumentation. 
5. Amalgam. 


(a) Causes of failure. 

(b) Methods of mixing and packing. 
The inlay. 

7. Silicate restorations. 

At the evening session Dr. Nylander 
gave a discourse on the abnormalities of 
early development and their manifesta- 
tions on dentition and facial formation, 
illustrated with a description of case his- 
tories. 

Dr. Hickman is much improved since 
his trip to Hot Springs and is back at 
the office. 

Don’t forget our Spring Meeting at 
Chrisman on April 13th. Dr. Ben Sher- 
rard, our State President, and Dr. J. Moore 
of Washington University of St. Louis will 
be on the program. Let every one of us 
attend this meeting and show Dr. Sherrard 
what Eastern Illinois can do. 

MELvin F. LossmMan, 
Component Editor. 
ae” 

T. L. GILMER 

The March 14th meeting of this Society 
was held for election of officers and fol- 
lowed the afternoon session of the Quincy 
Dental Study Club, of which Dr. Jesse 
E. Keeney will make a report. 

Our next meeting, to be held in October 
at Keokuk, Iowa, will be a joint meeting 
with the Southeastern Iowa District and 
the Northeast Missouri District. 

Newly elected officers are as follows: H. 


- 
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R. Farwell, Quincy, President; C. D. Esh- 
elman, Macomb, Vice-President, and Leroy 
M. Wolfe, Quincy, Secretary-Treasurer. 

There are two newly elected members: 
Dr. Earl Alfred Clark of Astoria and Dr. 
Leon West Tieman of Quincy. Welcome, 
gentlemen, to our Society. 

H. R. FarweELL, 
Secretary. 
* * * 
KANKAKEE 

The meeting of March 16 was held in 
the Medical Room of the Arcade Build- 
ing in Kankakee. A very interesting clinic 
was given by the Kraus Dental Laboratory 
during the early afternoon. Dr. John Kel- 
logg of the University of Illinois Dental 
School gave a paper on “Denture Con- 
struction” which was enjoyed by all. At 
the evening session Dr. Kellogg continued 
his paper and demonstrated his technic 
with models. 

Following the scientific meeting the an- 
nual election of officers was held, with the 
following results: President, W. J. Mathias, 
Kankakee; Vice-President, C. H. Ortman, 
Clifton; Secretary-Treasurer, E. J. Gag- 
non, Manteno; Component Editor, M. L. 
Baker, Kankakee. 

Dr. Hix of Milford and Dr. Schaller of 
Watuke are newly elected members of our 
Society and Dr. Cunningham, now located 
at Manteno State Hospital, has trans- 
ferred from Jacksonville. 


C. H. Ortman, 
Secretary. 
* * * 
CHICAGO 


John Jacob Posner appeared on the pro- 
gram last month with an illustrated lecture 
on “Local Anesthesia and Minor Oral Sur- 
gery.”” He and Clarence Simpson ought to 
form a partnership; they certainly know 
how to anathematize the members of the 
profession for their mistakes and make ’em 
like it. Just which one has the best gift 
of sarcasm is hard to tell, but their fre- 
quent wise-cracks keep the audience on 
the gui vive. Dr. Posner showed motion 
pictures of operative procedures in color 
that were the best we’ve ever seen. Un- 
like most exhibitions of this sort, he kept 
his hands out of the way so that the de- 


tails of the operation could be watched. 
Everything he advocated could well be- 
come the routine of every practicing den- 
tist. “Oral Surgery Simplified” is a cap- 
tion well taken. 

There seems to be no little ire stirred 
up by the fact that so many dental lab- 
oratories, advertising direct to the public, 
are still doing business. The law still 
doesn’t seem to be explicit enough. It’s 
explicit enough for the dental profession, 
but the lawyers can’t seem to get the drift. 
Maybe thar’s gold in them thar hills with 
which to grease the palm. You can be 
sure that they’re not fighting for love. This 
reform business is a long-drawn-out proc- 
ess, any way you look at it. It involves 
education, first, of the lawmakers and then 
of the poor, unsuspecting victims. “Write 
your representative’ is a somewhat trite 
phrase, but maybe we'd better start doing 
it if we want to make any headway with 
this thing. . 

After some two years of effort the Com- 
mittee for the Revision of the Constitution 
and By-Laws, headed by the capable 
Glenn Cartwright, has completed its task. 
The document appeared in its entirety in 
the March issue of the Bulletin. The com- 
mittee, it seems to us, has done a splendid 
job and should receive the commendation 
of every member of the Chicago Dental 
Society. But, as the ancient Romans 
would possibly have put it, “Sic transit 
gloria mundi!” which, freely translated, 
means that all they’ll get is a kick in the 
pants. 

The annual Post-mortem Dinner of the 
Officers, Board of Directors, Committee 
Chairmen and Vice-Chairmen took place at 
the Stevens on the 24th. The hotel served 
a complimentary dinner that would have 
caused even the most sophisticated gour- 
mand to smack his lips. President Dave 
Adams acted as toastmaster, master of 
ceremonies and moderator, all in one, and 
performed in the best Adamsian manner. 
A floor show climaxed the event in which 
some of the talent was procured from the 
ranks of the guests, somewhat to their dis- 
comfiture. Jeff Schroeder and Syl Cotter 
distinguished themselves as leaders of song 
until they were extinguished. Some even 
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danced the light fantastic, but perhaps the 
less said about that the better. 

The April meeting of the Society will 
present two outstanding speakers in the 
field of socio-economics—Doctors John A. 
Lapp and Morris Fishbein. If the Program 
Chairman, Joe Schaeffer, is anxious to stage 
a debate, he certainly has the makings of 
one here. Dr. Lapp is the author of sev- 
eral books pertaining to economic and so- 
cial problems and was formerly head of the 
Social Sciences Department of Marquette 
University. He is now engaged as an ar- 
bitrator in labor disputes. Dr. Fishbein, 
editor of the Journal of the A. M. A. and 
official mouthpiece for that organization, is 
too well known to need any endorsement. 
Suffice it to say, he can hold his own in 
any argument. The meeting will be held 
at the Stevens on Tuesday, April 18th, at 
8 P. M. 

James H. KeErru, 
Component Editor. 
 * = 


MADISON 


The Annual Meeting of the Madison 
County District Dental Society was held 
at the Fairmont Hotel in Collinsville on 
March 29, 1939. The meeting was opened 
at ten o’clock by President Fred Elmore, 
of Granite City, at which time he introduced 
the Mayor of Collinsville, Dr. M. W. Har- 
rison, a physician, who has two sons, both 
practicing dentists and members of the 
Madison County District Society. Dr. 
Harrison welcomed us to Collinsville and 
started the meeting off in fine style. Fol- 
lowing Dr. Harrison’s remarks, Dr. Elmore 
turned the chair over to Vice-President 
Earl Shepard while he delivered his Presi- 
dential Address. This address was worthy 
of much study and dealt chiefly with keep- 
ing faith with ourselves, our profession and 
organized dentistry. Due to unfortunate 
circumstances the address was not formally 
discussed, but the very lack of discussion 
from the floor was a tribute to the Presi- 
dent. 

Dr. R. R. Blanchard of Springfield pre- 
sented a lecture-clinic on “Full Denture 
Construction and Rebasing.” After a thor- 
ough explanation of the principles and 
technic employed by Dr. Blanchard, a dem- 
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onstration of their practical application was 
performed on a patient furnished by Dr. 
Francis of Collinsville. 

A fried chicken luncheon was served at 
12:30 with sixty-four present, which is, 
I believe, the largest gathering we have 
ever had at our annual meeting luncheon. 
During the last course Dr. Elmore intro- 
duced the Honorable ex-Senator James O. 
Monroe, who made a brief but interesting 
talk on his views of dentistry. 

The business meeting was opened at 2 
P.M. by President Elmore, who appointed 
a nominating committee consisting of H. 
A. Hamm, R. F. Tschudy and L. E. Allen. 
. . The secretary read the report of the 
last annual meeting and the treasurer’s re- 
port as of December 3i1st, 1938. . . Upon 
roll call, seventy members responded. . . 
The new Constitution was called for with- 
out a second reading, upon the motion of 
Dr. Mahoney and second of Dr. Cohl- 
meyer, as a copy had been previously 
mailed to each member. The motion was 
passed unanimously. . . Dr. Hamm, Chair- 
man of the Nominating Committee, re- 
ported the following selection of officers: 
E. E. Shepard, President; G. A. Smith, 
Vice-President, and A. W. Brandhorst, 
Secretary-Treasurer. After some discus- 
sion, a motion was made by Dr. Coleman 
that the Secretary cast a unanimous bal- 
lot in favor of the Nominating Commit- 
tee’s report. Motion seconded by Neil 
Vedder and passed unanimously. . . An- 
nouncements included the Springfield meet- 
ing of the G. V. Black Component to be 
held in April, the Illinois State meeting to 
be held in May, and a dance by the Mad- 
ison County Dental Assistants to be given 
on April 22 at the Mineral Springs Hotel 
in Alton. . . Business meeting adjourned 
at 2:30. 


Dr. G. B. Broadhurst was then intro- 
duced and gave a most interesting lecture 
on “Exodontia and Oral Surgery” as prac- 
ticed in his office. He should be compli- 
mented on his method of presentation. . . 
At four o’clock, during a five-minute recess 
in the scientific session, the new officers 
were inducted into office. Following this 
closing of official business for the present 
administration, Dr. Sauer presented a mo- 
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tion picture dealing with “Child Health.” 
. . The following committees were selected 
for the year 1939-40: Executive Council— 
Bryan Caffery, Jerseyville; K. R. Ricks, 
East Alton; R. E. Baumann, Highland; 
T. P. Francis, Collinsville; R. E. Hopkins, 
Alton; Fred Elmore, Granite City. Board 
of Censors: J. E. Mahoney, Wood River; 
C. J. Hemphill, Alton; H. L. Dickinson, 
Alton. . . An interesting sidelight of the 
meeting was the winning of an attendance 
prize of 100 Novol carpules by H. L. Dick- 
inson, which had been donated by the Sand- 
ler and Sons Dental Supply Company of St. 
Louis. . . Congratulations to R. E. Hop- 
kins and W. G. Botterbush on their new 
offsprings. Botterbush has a boy and Hop- 
kins a girl. 
Gorpon A. SMITH, 
Component Editor. 
a 
WINNEBAGO 

A short time ago, in Chicago, “Stuke” 
Sowle ran across a topnotch clinic, and 
“Stuke,” being on his toes, immediately 
made arrangements to bring the show to 
Rockford. And when it came, it was a 
dilly. The conductor, Dr. Joe Janabak, 
hails from Indiana Harbor, Indiana. This 
lad has a lot on the ball. Besides being a 
D.D.S., he is a graduate chemical engi- 
neer. His subject was “Amalgam” and he 
handled it beautifully from start to finish. 
Gentlemen, if you missed that exhibition, 
it is too bad. It was positively amazing 
to see the rapid hard set obtained by Dr. 
Janabak in no time at all. All this is ac- 
complished, he explained, by proper mixing 
and condensation of the amalgam. There 
is no doubt but what Dr. Janabak’s ex- 
tensive knowledge of amalgamics is due 
largely to his profound study of chemical 
engineering. This department looks for 
him to be one of the “Big Names” of den- 
tistry in time to come. 

Two Items oF HistToricAL INTEREST: 
(1) A dentist, Dr. J. P. Norman, was 
Rockford’s first theatre manager. Born in 


New York in 1811, Dr. Norman came to 
Rockford in 1853 and opened a dental of- 
fice. Brown’s Hall, Rockford’s first theatre, 
was erected where Weise’s Department 
Store now stands, by Horace Brown in 
1864. 


It was formally dedicated Novem- 
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ber 17, 1864, with a public celebration of 
the second election of Abraham Lincoln. 
In January, 1865, Dr. Norman leased the 
hall, and from then to the day of his death 
devoted his entire attention to providing 
Rockford citizens with the best entertain- 
ment available. Among early attractions 
offered were Dan Rice’s Menagerie with 
its one-ring circus, the then widely known 
Swiss Bellringers, and Ole Bull, the world 
famous Norwegian violinist. Later Dr. 
Norman provided the public with entertain- 
ment of an intellectual and educational na- 
ture, bringing to Rockford the most out- 
standing lecturers of the day. On April 
18, 1879, he paid Robert G. Ingersoll $500 
to deliver his stirring “Liberty of Man, 
Woman, and Child” address. After 25 
years as manager of Brown’s Hall, the ad- 
venturous dentist took over the manage- 
ment of the Rockford Opera House, built 
in the 100 block on N. Wyman St. and 
which opened formally on November 14, 
1881, with Clara Louise Kellogg as the 
main attraction. Dr. Norman died in May, 
1883, and at the time of his death was 
looked upon as one of the country’s lead- 
ing showmen. 

(2) Last week Charley Helm and Carl 
Olson were principal speakers at a meeting 
commemorating 100 years of baseball, 
which, as you probably know, was founded 
in 1839 by Major General Abner Double- 
day, who was then a cadet at West Point. 
At the meeting, Lew Fonseca, former 
White Sox mentor, exhibited a motion pic- 
ture showing the part Rockford’s Forest 
City team played in building the national 
pastime to its present status. And that 
brings to mind that it was during Civil 
War days that a group of Rockford lads 
decided to change their cricket club into 
a baseball team. So with the help of Jack 
Lewis, an insurance man from Cincinnati. 
who had seen the game played there and 
who had a book of rules, they changed 
the cricket field at Fairgrounds Park to 
a baseball diamond. But when they fin- 
ished, they didn’t have a baseball, for as 
yet no one in Rockford was selling them. 
After hearing Lewis explain that a base- 
ball was about the size of an orange and 
that it had a rubber center wrapped with 
string, and a leather cover, Chandler Starr 
































and his brother, Henry, volunteered to take 
a shot at making one. For a core, they 
used part of an old rubber shoe, around 
which they wound twine. The leather 
cover was sewed on by George Lane, pio- 
neer harness maker, who used a quartered 
orange peel for a model. MHence, Rock- 
ford’s first baseball. Hence, too, the 
prelude to Rockford’s nationally famous 
Forest City team which was organized two 
years later on August 10, 1865, and from 
which team came two of the most famous 
of baseball’s pioneers, namely, Albert G. 
Spalding, one of the organizers of the Na- 
tional Association of Baseball, and “Cap” 
Anson, who managed the old Chicago White 
Stockings for twenty-two consecutive years. 
Leo J. SMITH, 
Component Editor. 
ee se 
PEORIA 

Many years ago, about the time that 
most of the younger boys in the Society 
were wearing three cornered pants—and 
even that is changed now—there was a 
song entitled “Some Little Bug Will Get 
You Some Day.” That little bug was at 
work last month, and about the time this 
copy should have gone in the “Flu” had 
“mowed me down,” as Charley McCarthy 
would say. 

We had intended reporting at length on 
the splendid job the fellows did at their 
local talent meeting in February, but Dr. 
C. K. Becherer of East Peoria had such a 
thorough abstract of the clinic in the 
Peoria District Dental Society Bulletin 
that we will only mention the clinicians 
here: 

Full Denture Prosthesis—John W. Babb. 

Electro-Deposition—A. L. McDonough. 

Extension Spur Type Space Maintainer 
—Mark R. Baldwin. 

Exodontia—C. D. Hermon. 

Baked Porcelain Inlay—W. L. Bayne. 

Orthodontia—Abnormal Tongue Habits 
—Louis F. Tinthoff. 

Prosthetic Dentisty—A. H. Chenoweth. 

After several piano numbers and a mu- 
sical reading, “When Willie Wet the Bed,” 
by our old standby, C. E. Bollinger, the 
evening was given over to lectures and 
films. 

Periodontia—Dangers in the Unsuper- 


Society Bulletins 
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vised Use of Sodium Perborate—C. E. 
Chamberlain. 

Oral Neoplasms—Otto B. Litwiller. 

Movie Films—W. S. Peters showing a 
complete denture case of Dr. Babb’s, and 
an interesting fracture case by Dr. Peters. 
. . The “dramatic relief,” as Becherer calls 
it, was supplied by a film, “Dentopics,” 
which showed the dentists as others see 
them, especially J. M. Elson, who proved 
that you can not maintain your dignity 
while vomiting before a movie camera... . 
Several days after the meeting we received 
a phone call from a mechanic at a local 
garage. He wished to know if we could 
give him the name of a Pekin dentist who 
had lost his seat covers while in town 
for the meeting. We were not sure if the 
mechanic meant the Doctor’s pants or the 
things he puts his pants on, but we gave 
him the names of the Pekin dentists, and 
he suspected Dr. H. G. Otten as the man 
wanted. 

W. F. Whalen was out of the office sev- 
eral days with the flu. . . Ralph Sullivan 
could not decide whether he had, had had, 
or was getting the flu. There were doubt- 
less many other sufferers too weak to an- 
swer roll call... A. H. Blome was under 
the weather for a time but is feeling much 
better now. . . The March P.D.D.S. Bul- 
letin contains a directory of the members 
which will help greatly in making us bet- 
ter acquainted. 

Dr. Harry Spiro of Chicago, one of the 
outstanding clinicians in fixed bridge con- 
struction, was with us at our March meet- 
ing. The afternoon was given over to 
demonstrating his technique in construction 
of a bridge from impression to casting. In 
the evening Dr. Spiro reviewed some of 
the steps taken in the afternoon, as well 
as explaining the construction of adapters, 
methods of taking the bite, and mounting 
models. 

E. H. MAHLE, 
Component Editor. 
e2 * 
NORTHWEST 

The Northwest District Meeting of 
March 13th was held at Hotel Freeport 
with Dr. G. W. Teuscher as the guest 
speaker. His talk was on “Children’s Den- 
tistry.” Many of the dental assistants at- 
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tended the meeting. The annual picnic and 
election of officers is to be held in June, 
but the definite date is to be set later. 

DENT NOTES: F. R. Matter returned 
from Florida with a coat of tan, the envy 
of the gang. . . F. Cielett, who submitted 
to surgery at the Mayo Clinic, is recover- 
ing nicely and should be back in his office 
before long. . . C. Snyder has chosen 
the South to spend his vacation—he will 
be gone for several weeks. . . L. Harney 
of Galena had the misfortune of having 
his office broken into, with a loss of money 
and gold. 

Rosert D. STROHACKER, 
Component Editor. 
* * * 
CHICAGO DENTAL SOCIETY STUDY 
CLUB 

The Study Club of the Chicago Dental 
Society announces that short intensive 
courses will be presented at the Study 
Club Headquarters, in Chicago, the week 
of July 24th. (Following the American 
Dental Association Meeting at Milwaukee.) 
If you are interested in taking a course 
or courses relating to any Dental Subject, 
communicate with the Chicago Dental So- 
ciety Study Club, 30 N. Michigan Ave- 
nue, Chicago, and information will be for- 
warded to you. 

MILprepD FLECK, 

Supervisor. 

*x* * * 

A. D. A. TO MEET IN MILWAUKEE 
Milwaukee, the “Meeting Place of Great 
Councils,” will be the scene of the eighty- 
first convention of the American Dental 
Association. 

On next July 17 A. D. A. members from 
all parts of the country and foreign vis- 
itors as well will meet here on the site of 
many historic Indian “pow-wows,” which 
once shaped the destinies of the Red Skin 
nations in this part of the country. The 
Indians, recognizing the “advantages of the 
beautiful bay and river,” came here to 
smoke their pipes of peace. 

They called their meeting place Mialoki, 
“the fine land.” On their campsites grew 
a village. To the village came white trad- 
ers and settlers, and from this early begin- 
ning has grown Milwaukee, known all over 
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the world for its capabilities as a conven- 
tion city. 

For more than half a century Milwau- 
kee has been progressively building its 
record as a natural convention city. Many 
thousands of successful conventions, gath- 
erings of national and international im- 
portance, huge expositions and exhibits, as 
well as small organization meetings, have 
enjoyed the well-organized methods Mil- 
waukee has developed to assure more than 
ordinary triumphs for such events. 

Officials of the Milwaukee Association of 
Commerce extend the following greeting to 
members of the American Dental Asso- 
ciation: 

“For real convention hospitality come 
to Milwaukee, the charming mid-western 
city nestled in a bay on the western shore 
of Lake Michigan. Something just a little 
different is evidenced by all visitors who 
have been here—who continue to come 
back. 

“A spirit of easy hospitality is felt every- 
where. To know this natural, sincere wel- 
come and ‘at home’ feeling is to love it— 
appreciate its value and rare stimulation.” 

The headquarters of the American Den- 
tal Association Convention, which runs 
from July 17 to July 21, will be the Hotel 
Schroeder, one of the finest hostelries in 
the United States. The exhibits and sec- 
tion meetings will be held in the vast Mil- 
waukee Auditorium, recognized as one of 
the outstanding structures of its kind. The 
A. D. A. will have 105,000 square feet to 
house the scientific and commercial ex- 
hibits, discuss the problems of American 
dentistry and trade thoughts on the latest 
developments in the profession. 

Even now Milwaukee is preparing to 
welcome and extend its hospitality to or- 
ganized dentistry, confident that the 1939 
meeting will attract one of the largest reg- 
istrations in A. D. A. history. And while 
Milwaukee hospitality is a great conven- 
tion magnet, an even greater one, perhaps, 
will be the vacation facilities of the city, 
the surrounding countryside and all of Wis- 
consin, one of the leading Summer play- 
grounds of America. 


D. P. NACHAZEL, 
Chairman, Publicity Committee. 
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(fongratulations 
members of the Illinois State Dental! Society on the 
occasion of your Diamond Jubilee. 


Almost since the inception of your society—for 
more than 70 years—we have been privileged 
to serve you. 


This is a cordial invitation to visit our Exhibit 
Booth No. 23 at the Peoria Meeting, to learn more 
of our precious metal and other dental products, 
and to witness a demonstration of our newest 
technics. 


GOLDSMITH BROS. SMELTING & REFINING CO. 


Established 1867 
58 E. Washington Street, Chicago 


Plants: New York Chicago Toronto 














Our SERVICE is a personal laboratory service . . . we 

construct every case you entrust to us just as though we were 
working in vour own office. You enjoy two important advan- 
tages when we do your work: (1) we are large enough to 


have the equipment and training required for modern pros- 


thetics and (2) we are small enough to give individual 


attention to your restorations. This ideal situation enables 

us to build your full and partial dentures, crowns and bridges 
with all the care so necessary in quality work—and to do it 
at a very, very fair price. May we send over for your next 


case? 


DENTAL LABORATORIES § 
4740 N Western Ave,Chicago 
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THE “McCANN’-ICAL OBTUNDER 


This ingenious device offers a new method of “PATIENT CON- 
TROL” that is simple — harmless — and amazingly effective. 
Eliminates all dental noises. Removes “mental anticipation” as 
operation proceeds. The obtunder is operated by the patient 
and through the three point contact, nerve impulses are retarded. 
Experience has proven the “Mc CANN”-ICAL OBTUNDER 
to be a definite aid in grinding, drilling, needle insertions, extrac- 
tions, scaling, and polishing, etc., for those patients who dread 
such annoyances. It is particularly useful in working with children. 









See the “Mc Cann”-ical Obtunder in action. 
If convenient visit our office, or we will be 
happy to conduct a group clinic in any city. 
Our 7-day trial plan gives you an oppor- 
tunity to test the obtunder in your own 
office. ($15.00 C. O. D. returnable on the 
same terms.) Order direct or through your 
dealer. Write for descriptive literature. 


Call at our booth at the May Meeting. 


McCANN DENTAL PRODUCTS CO. 
106 N. VERMILION ST. ae DANVILLE, ILL. 
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Perfection 


To the “nth” degree, is the goal of everyone's dream; whether 
it be Painting, Music, Writing, or the fine art of which we are 
proud—Porcelain Restorations that defy nature itself. 


We have been building this goal of perfection on years of 
experience, experimentations, and deep interest; and our 
standard of porcelain work must always be very exacting and 
accurate in every detail—not only in the carving of a crown; 
but also in the shading. 


Therefore, Doctor, if you want your patient to have the best 
in anatomical workmanship, we advise you to call on us. 


ROBERT I. JOHNSON 


DENTAL CERAMIST 
55 E. Washington Street 


Telephone Chicago 


Randolph 8866 























Stine in Qtential 
14 one of the Socrots of 
Successful Wlerchandising 


The Gllinois Dental Journal covers 
the Field for Laboratories, Manu- 
facturors and Distrubutors of Dental 
Service and Supplios 
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“K-10” sets a new standard in 
performance. K-10 is a precious metal 
alloy for casting fine partial dentures 
at a lower cost. It LOOKS like pre- 
cious metal, it ACTS like precious 
metal, it IS precious metall 


While this is the first advertisement of 
K-10, it is not a new nor over-night 
product. K-10 has been thoroughly 








tested in the mouth. It is strong and 
has just the right hardness and elastic- 
ity for clasp retention and long oral 
service. K-1I0's beautiful platinum 
color will not discolor. Leading lab- 
oratories who have used K-10 for over 
a year recommend it highly. We will 
gladly supply names of laboratories 
who are constructing K-10 cases. 


KILGALLON & CO. 


MANUFACTURERS OF DENTAL GOLD 
31 NORTH STATE ST., CHICAGO 


Patent Applied For 
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Here IS AESTHETICS at its very best! ADD the natural beauty of the new 
acrylics to the lifelike teeth with translucent incisal thirds—and you will have a 
PLUS quality never before available. SCHROEDER recommends dentures made 
with the new acrylic materials: Lucitone, Vernonite, Crystolex; and set with 
Trubyte New Hue, Myerson's True Blend or Justi's Vita-lux teeth. We are 
equipped, trained, prepared in every way to build your cases with your preferred 
material and your preferred teeth. For beauty, naturalness, comfort, mouth 
service, low cost—try Schroeder! 


SCHROEDER DENTAL LABORATORIES, 2414 Lawrence Ave., Chicago, III. 














To All Members of The Illinois State Dental Society 


Present this coupon to Important Notice to Members of the 
W A L | N G E R Illinois State Dental Society 
PHOTOGRAPHER 


37 South Wabash Avenue 


Chicago, Illinois Walinger of Chicago 


For One Photo for Yourself and One to be 
Inserted in the Librarian's Files 37 South Wabash Avenue 


THE ILLINOIS 
STATE DENTAL SOCIETY 





Is the official photographer for our society. if 
you have not had your picture taken by him 
for the library files, arrange to do so at your 
earliest convenience. Our files now contain a 
fine collection of photographs; if yours is not 





Name 





Address there you are urged to have a sitting at your 


earliest convenience. No charge will be made 
for this and you will be given one picture free. 
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Frequently-- 


conditions require the added 
stability of a cast gold skel- 
eton. 


We are always ready to 
make your cases to suit the 
requirements. 


Whether vulcanite, condensite, or acrylic resin, you will 
receive whatever you may specify. 


STEINER 


DENTAL COMPANY 
Myers Building Springfield, IL 
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JACKETS Gonethagil of 
NEW TRANSLUCENT PORCELAIN 


E duplicate the shades, produce the trans- 

parent life-like luster and develop all the 

characteristics found in new Trubyte’s NEW HUE, 

Justi’s VILTA-LUX and Myerson’s TRUE-BLEND 

teeth, in our ULTRA porcelain restorations. We 

can do more than that. We can lay-in Thin Brown 

— Lines—Decalcified Areas—Synthetic Fillings, ete. 
ULTRA We construct ULTRA PORCELAIN RESTORA- 


PORCELAIN JACKET TIONS for a small extra charge, over that of our 


as indsisihead ail regular price. 
a personality 
" M.W. SCHNEIDER 
Complete Dental Laboratory 


55 E.WASHINGTON ST. * * * CENTRAL 1680 * * * CHICAGO, ILL. 








WILSON’S 


POWREFES) 


Tbe Perfect Adhesive for “Dentures 
(Not advertised to the public) 
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PROFESSIONAL PROTECTION 
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es 


lotta 


A DOCTOR SAYS: 


“Any Doctor, without J 
your policy at such reason- 
able 


man.” 


cost, is a very foolish 














Advertise 
Your 
Trade Mark 


as 


Part of Your 
““Stock in Trade” 


Regularly 
Illinois Dental Journal 











MORE— 
POWER 
QUALITY 
CONTROL 

LESS— 
COST 


Est. 1904 


7 
MEYER 
Oil Immersed 
Shock - Proof 
Dental X-Ray 
Equipment 


The New 





Developed and manu- 
factured by pioneers in 
the X-Ray field—Em- 
bodying modern design 
and features — Ultra 
quality, yet priced sur- 
prisingly low. 


* #* 


Available in four popu- 
lar models — Wall 
mounted or cabinet 
types with or without 
controls. 


* & & 


Write for literature and 
prices. 


Che Win Mever @o. 


1646 No. Honore St. 


Chicago 


U. S. A. 
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Phone DELaware 6425 
ILLINOIS DENTAL JOURNAL 
11 East Austin Avenue, CHICAGO 








Temporary Stopping 


LARCO 


TEMPORARY STOPPING 
16 Years Proven Quality 
Adheres to Cavity 
Easy to Handle 
Tasteless 
4 oz. Jar Only $1.00 
Write For Free Sample 


M. LARSON COMPANY, INC. 
4010 W. Madison St., Chicago, Illinois 























X-Ray Laboratory 


e DENTAL X-RAYS 


Full Mouth 14 views or single films. 


MEATH X-RAY LABORATORY 
AMBER MEATH 
1519 Kesner Building 


5 NORTH WABASH AVE. 
CHICAGO 


Phone Franklin 7791 











Hours: 
9:00 A. M. to 5:30 P. M. 











X-Ray Laboratory For Sale 








FOR SALE—Well established ile 
urban Dental and Medical X-Ray 
Laboratory handling referred work 
only including industrial chests for 
several large factories. Business 
good and growing but other inter- 
ests require quick disposal. WRITE 
BOX 211, care Illinois Dental Jour- 
nal, 11 East Austin Ave., Chicago. 





_ Tooth Brushes — 








REDUCTION IN PRICES 
Owing to New Trade Pact 


Twenty Years of Genuine Service 


Chas. M. Banta 
English Tooth Brushes 
Genuine Siberian Bristles 
— ee 











Bone Handle Hand Made 
1600 Marshall Field Annex 
Central 2421 





Gold Catcher 
AVOID WASTE 


—All Gold can be 
recovered! 
HOLG GOLD 
GRINDING 


CATCHER 
For Use At the 
Chair 


A practical device with a 

clear guard shield in 

which you do all of your 

grinding and finishing of gold sesterations, Clamps on the 
headrest. where 











Patent Pending 


bracket tray, laced. Prevents work 
from Grsomre on the floor and for inlays. Also 
used when trimming impressions and plates. AF, = 

ye while 


dust on oe oe operator's clothes. 
economy good times and BAD. The gold grindings 
vg Ot Bh BR, 

if your dealer cannot supply, order direct. Send for it now. 


but $3.50. 
Order from CHARLES HOLG, 29 E. Madison St., Chicago 





Dental Laboratory 











Ceramic Work Exclusively 


20 Years’ Experience 





Send us your next porcelain case. 


Clermont Porcelain Laboratory 


SPECIALIZING EXCLUSIVELY IN CERAMICS 


1513 Marshall Field Annex FRAnklin 4545 
25 E. Washington Street Chicago, It. 
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_XCOREVATORS 


| FOR THE 

_ REMOVAL OF 
IMPACTED 
‘TEETH 


| ALSO 
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| BROKEN ROOTS 
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EXTRACTIONS 





Address: 


Dr. Donald J. McDaniel 
55 E. Washington St. 
Chicago, Illinois 
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A NEW AND HIGHER STANDARD IN GOLD RESTORATIONS 





“Master” Designed 
Gold Dentures 


Now cast by 


Let us show you how “Ther- 
motrol” takes all guess out 
of casting. Estimates and de- 


signs gladly submitted. 





Thuty, a peerless combination. “Master'’ designs, cast in 
"Sturdicast" by "Thermotrol."" For ''Thermotrol," by scientific 
regulation and control of casting temperature, eliminates all 
the hazards of blow-torch melting and gives you "Sturdicast"’ 


at its best—stronger, denser, more ductile. And it does so 
consistently. 


To appreciate the superiority of our Thermotrol castings, send 
us your next case. You will be more than pleased by its lightness, 
and its strength. 


The MASTER Dental Company 


Prosthetic Studio 


162 N. State St. Chicago Phone STAte 2706 



































Patronage Follows Service 


Customers return to the place where they have been well served. From 
Monday morning to Saturday noon you will always find our Tooth Counter 
well patronized. Dentists, laboratory owners and dental assistants all 
appreciate the courteous and efficient service which they receive. 


A trained personnel plus “America’s Largest Retail Tooth Stock” make 
such service possible. 


Whether it be for a case requiring an unusual mould or shade or for 


your routine requirements, you can save time trouble and worry by patroniz- 
ing “Frame’s For Teeth.” 


It’s the smart thing to do. 


C.L. FRAME DENTAL SUPPLY CO. 


Main Store South Side Branch 
25 E. Washington Street 733 West 64th Street 


CHICAGO, ILLINOIS 




















